1970 INDEX 
HOSPITALS, Journal of the American Hospital Association 


Volume 44, Numbers 1 to 24 inclusive (except Part 2 
of the ‘‘Guide Issue,’’ August 1, which has its own index) 


This index consists of two parts—a subject index and an author index. The 
following regular sections or features of HOSPITALS have not been indexed: 


Book Reviews 
Calendar of Association and Allied Meetings 
Cycle Menus 
Deaths 
Equipment and Supply Review 


Personnel Changes 





Abbreviations 





Ja—January Ap—April JI—July O—October 


F—February My—May 


Mr—March Je—June 


AAR—Annual Administrative Reviews 
C—-Correspondence 
DN—Department Note 

Ed—Editorial 

L—Law in Brief 

N—News 

Q/A—Questions and Answers 
Sr—Sister 


ACHA—American College of Hospital Administrators 


Ag—August N—November 


S—September D—December 


AHA—American Hospital Association 
AMA—American Medical Association 

BCA—Blue Cross Association 

FDA—Food and Drug Administration 

HAS—Hospital Administrative Services 

HEW—Health, Education, and Welfare 

JCAH—Joint Commission on Accreditation of Hospitals 
NLN—National League for Nursing 

$SA—Social Security Administration 


Subject Index 


A 


Abortion. See: Medico-moral problems 


ACCOUNTING 


See also: Costs; Credit and collection; Financial management; 
Hospital Administrative Services; Income for hospital ser- 
vices; Rates 

Administrative profiles: hospital accounts receivable. S 16-22 

Data processing: annual adrninistrative review. (Howell) Ap 1-60 

Direct deposit payroll. (Holbrook) Mr 1-84 

ee ee data processing and the small hospital. (Hennessey) 

es information systems. (Gillette & others) Ag 16-76; 

Refunding excess benefits to the patient rather than the in- 
surance carrier. (Q/A) Ap 1-34 

aml a payroll system in a small hospital. (Q/A) My 16- 


ACCREDITATION 


Accreditation loss feared by D.C. General Hospital. (N) O 1-137 

Accreditation problems. (Porterfield) Ja 16-12; F 16-20; Mr 16- 
16; Ap 16-16; My 16-18; Je 16-19; Jl 16-17; Ag 16-16; S 16-14; 
O 16-10; N 16-24; D 16-19 
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Commissioners postpone final approval of interpretation of 
JCAH standards. (N) Ja 1-31; give final approval to 15 of 16 
new standards. (N) My 16-43 

JCAH endorses Student American Medical Association extern- 
ship program. (N) F 16-120 : ; 

One-year accreditations given two major municipal hospitals. 
(N) My 16-119 

Unannounced surveys. (C) (Polissar) O 16-8 


ADMINISTRATION 


Efficiency and quality of patient care. (Landdeck) S 16-41 

Health care issues of the 70s: a series of eight interviews. 
Ja 1-46 

Hospitals said to elude management efforts. (N) My 16-119 

Management: annual administrative review. (Morris) Ap 1-113 

Physician as manager, (Ainsworth) D 16-53 

What percentage of the budget generally is spent for adminis- 
tration? (Q/A) My 1-18 


ADMINISTRATORS 


Assistant administrators rotate on monthly basis. (idea forum) 
Ja 1-3 

Association of University Programs in Hospital Administration 
awarded $276,000 Kellogg Foundation grant. (N) S 1-107 

Canadians establish standard-setting council. (N) Jl 16-98 

ae sy oy titles of the hospital’s chief executive. (ed) (Hague) 
e - 





Demonstrators demand appointment of Puerto Rican hospital 
administrator: New York City’s Lincoln Hospital. (N) F 16-31 

Education—continuing services: graduate program issues an- 
nual newsletter. (Wren) J1 16-53 

Hospital officials told to be more than business managers. 
(N) D 16-106 

How many hospital administrators in the U.S. are women? 
(Q/A) Mr 16-34 

Minority youth introduced to administration careers. (N) Jl 16- 
96 


1969 hospital administrative residents. Ja 16-101; F 1-154 

1970 hospital administrative residents. Ap 16-120; My 16-121; 
J1 1-133; Ag 1-77; S 1-109; O 1-138 

Northwestern University to reopen graduate program in hos- 
pita! administration. (N) O 16-29 

School to award B.S. degree in health administration: Ithaca 
(N.Y.) College. (N) N 1-132 

Six fellowships established for health leadership training. (N) 
Ag 1-78 


ADMITTING AND DISCHARGE 


Admitting nurse coordinator. (Wallace) O 1-109 

Appointment scheduling: outpatient department. (Mitchell & 
Gautreau) Je 1-58 

Discharge planning for the elderly (Kulys) My 1-39 

Inner-city patient: an in-depth study of patients at Cook 
County Hospital, Chicago, (Phillips & others) N 16-55 

Preadmission testing. (Q/A) S 16-16; (C) (Buxbaum) D 16-14 

oe infant identification: transportation record. (Heller) 

Trespass suit a by hospital seeking to remove patient: Tulsa, 
Okla. (N) 1-37; suit dropped. (N) D 16-35 


ADOLESCENT CARE 


M.A.D. mothers demand more hospital beds for New York 
City’s adolescent drug. addicts. (N) Ap 16-113 
Teen-age patients. (Bach) Ja 16-51 


AFFILIATIONS 


Brookdale Hospital Center and New York University Medical 
Center affiliate. (N) Mr 1-102 

Plight of <% public hospital—case study: Boston. (Sackett & 
Fine) Jl 1-82 

Plight of the public hospital—case study: Sacramento. (Cum- 
ming) Jl 1-87 

= ——- adopt ‘administrative aliiance.’ (idea forum) 


Aged and aging. See: Extended care; Geriatric care; Medicaid; 
Medicare; Nursing homes 


AIR CONDITIONING 
Air conditioning. (Theodore) Ap 16-88 


ALCOHOLIC CARE 


Alcoholic patient. (Gordon) My 16-63 

Alcoholic patients. (Q/A) J1 1-20 

Hospitals told to face up to alcoholism problem. (N) D 1-99 

Maryland alcoholism law spurs development, expansion of hos- 
pital alcoholism programs. (Jahns) Mr 16-138 

Treating acute alcoholics. (Whyte & Tildon) My 16-58 


AMBULANCE SERVICE 


Training course published for ambulance personnel. (N) Je 
1-116 


AMERICAN HOSPITAL ASSOCIATION 


AHA called on to exercise its ‘muscle’ in support of neighbor- 
hood health centers. (N) S 1-108 

AHA committee calls for sweeping reforms in delivery, financ- 
ing of health care services. (N) D 1-21 

AHA institutes for 1971. N 16-57 

AHA to salute schools of nursing with Tournament of Roses 
fioat, (N) D 1-98; riders chosen. (N) D 16-103 

AHA’s annual meeting. (special report) Mr 16-53 

sa for developing hospital-house officer agreements. My 
16- 

Directory of officers, councils, and committees for 1970. Ja 1-19; 
correction. Mr 1-102 

Distinguished Service Award: Charles P. Cardwell Jr. Jl 16-47 

Houston ’70: report on the AHA’s annual convention. O 1-67 

New AHA affiliated society created: American Society for Hos- 
pital Education and Training. (N) O 1-37 

Perloff committee: history of the committee; the committee re- 
port: analysis of the report. D 16-39 

President’s inaugural address. (Berke) Mr 16-61 

Program of 72nd annual convention. Ag 16-87 

Regional Medical Program extension and Health Services Im- 
provement Bill: AHA position. (Williamson) My 16-126 

Statement on health care for the disadvantaged. My 16-124 


AMERICAN MEDICAL ASSOCIATION 


AMA convention. (special report) Jl] 16-31 
AMA voices concern on hospital costs, restates stand on M.D. 
board members. (special report) Ja 1-39 


AMERICAN NURSES’ ASSOCIATION 


ANA convention report. Jl 1-94 
ANA withdraws its nursing education principles because of 
‘misunderstanding.’ (N) My 16-43 
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National Association for Practical Nurse Education and Service 
urges members to reject ANA courtship. (N) My 16-123 


AMERIPLAY 


Perloff committee: history of the committee; the committee 
report; analysis of the report. D 16-39 


ANESTHESIA 


HAS administiative profiles: volume of certain inpatient ancil- 
lary services. Ja 16-24 

Manpower in anesthesia. (DN) S 1-84 

Patient monitoring. (DN) F 1-138 : ; 

Slide show makes surgery easier for young patients. (idea 
forum) Ja 1-34 


ANNUAL REPORTS 


Annual reports. (Slottow) Je 16-56 
Areawide planning. See: Planning, Areawide 


AUDIO-VISUAL MATERIALS 


See also: Films ve ; 
Slides add emphasis to food service training program. (Aitken) 
S 16-77 


Teaching aids for dietary personnal. (Schaefer) S 16-74 


AUTOMATION 


Automated distribution system used by Swedish hospital. (DN) 
S 16-79 

Automated food preparation and service. (Nicolaus) Mr 16-108 

Automated medication order system. (Melrose) S 16-66 

Automated screening systems. (Hochberg & others) N 1-55 

Computer network planned to aid kidney transplants. (N) Mr 
16-138 

Computer to hasten matching of kidney donors, recipients. 
(N) S 1-110 

Computerized information system: acceleration of hospital 
planning. (Haggerty) N 1-43 

Computerized intensive care. (Osborn & Beaumont) Je 16-49 

Data processing: annual administrative review. (Howell) Ap 


1-60 
Electronic data processing and the small hospital. (Hennessey) 
F 16-61 


Hospital information systems. (Gillette & others) Ag 16-76; 
S 1-45 

Laboratory automation. (Rappoport . Seer) Ag 16-114 

Maintenance: automatic doors. (DN) F 1-122 

Multiphastic screening. (Montgomery & Singman) Mr 16-71 

New forms system: reduces clerical time, increases accuracy. 
(Pfister) O 16-53 

Over-automation: automation is no panacea. (Johnson) Ja 16-80 

Pharmacy: electronic data processing. (Oliver) Je 1-72 

Shared computer systems. (Hammon & Jacobs) My 1-50; My 


AUXILIARIES 


See also: Volunteers 

AHA services to auxiliaries. (Q/A) Mr 1-16 

Auxiliary scholarship: publicizing and selecting applicants. 
(Q/A) N 16-14 

Financial aid programs in support of health occupations—a 
guide for auxiliaries. (Q/A) O 1-20 

Use of community resources. (Sigmond) Ap 16-58 


AWARDS AND RECOGNITIONS 


ACHA award winners. Mr 16-136 

AHA’s Distinguished Service Award: Charles P. Cardwell Jr. 
Jl 16-47 

Edwin L. Crosby, M.D.—recipient of the 1970 Justin Ford Kim- 
ball Award. Ag 16-84 

Hospital hopes to solve physician shortage problem: day of 
celebration. (idea forum) Mr 1-22 


BANKS 


Maryland hospitals launch program io aid eye bank. (N) Je 
16-99 


Bed needs. See: Hospital and health facilities 


BEDS AND ACCESSORIES 


Hazard: static elec*-icity—mattress covers. (C) (Fisher) Jl 
16-22; (C) (Conle;. D 16-14 

ee devised by hospital employees. (idea forum) 
e l1- 


BLOOD AND PLASMA BANKS 


American Association of Blood Banks appeals for action on 
new blood laws. (N) D 16-99 

Blood transfusions. (Milles & others) Je 1-63 

Conservation urged at blood bankers’ meeting. (DN) Ja 16-88 

Hepatitis screening called impractical. (N) N 16-20 

Hepatitis: the legal battle. (Phillips) D 16-58 

Illinois Supreme Court calls blood a product, holds hospital 
liable in serum hepatitis suit. (N) O 16-102 

January proclaimed blood donor month. (N) D 16-35 

Liability for hepatitis from transfusions. (DN) Je 1-65 
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BLUE CROSS 


See also: Health insurance 

Agreement ends dispute over Blue Cross contract: Massachu- 
setts. (N) Ag 16-176 

Blue Cross Plan to provide cash deposit to hospitals: North 
Carolina. (N) Ja 1-135 

Capital Blue Cross granted 15.7 per cent rate increase. (N) 
Mr 1-102 

Contract ends dispute between Blue Cross, hospital: District of 
Columbia. (N) Je 16-97 

— upholds illegality of Blue Cross drug program. (N) O 16- 

4 


Edwin L. Crosby, M.D.—recipient of the 1970 Justin Ford Kim- 
ball Award. Ag 16-84 

Hospitals to quit Blue Cross in payment dispute: Charleston, 
W.Va. (N) S 16-97; hospitals drop threat. (N) O 16-107 

— a questions Plan’s management of funds. (N) 
e J 

Maryland Blue Cross Plan denied 27.4 per cent rate increase. 
(N) Jl 1-33 

Michigan Plans denied request for rate increaes. (N) N 16-118 

Michigan Plans request 5 per cent rate increases. (N) O 1-137 

New Jersey insurance departrnent to set flexible ceilings on 
Blue Cross payments. (N) My 16-118 

New York Plans receive reduced rate increases. (N) F 1-152 

er oar ey Plan to study hospital cost control methods. (N) 
g - 

Rate increase granted Oakland Blue Cross. (N) Ap 1-180 

Rate increase granted Wilke-Barre, Pa., Plan. (N) Je 16-98 

Rate increases announced by Cincinnati Blue Cross. (N) N 1-134 

Rate increases granted Maryland Blue Cross. (N) Jl 16-99 

Rate increases granted New Jersey Blue Cross. (N) F 16-119 

Rate increases granted two Blue Cross Plans: Connecticut and 
Utica, N.Y. (N) Ap 16-118 

<=" ee Plan reports deficit despite rate increase. (N) Ap 

— Island Plan requests 37.7 per cent rate increase. (N) N 


Rochester Plans will develop group practice center. (N) N 1-37 
Suit seeks accounting of health insurance funds. (N) Jl 16-101 
Suit seeks more consumer representation on Blue Cross Board: 
Philadelphia. (N) O 1-37 
“at high court holds Blue Cross discount proper. (N) 
r - 


BLUE SHIELD 
— violation charged in Utah Blue Shield suit. (N) N 


Michigan Blue Shield proposes corporate reorganization to in- 
crease consumer representation. (N) S 16-35 


Boilers. See: Power plant 


Burn units. See: Intensive care 


C 


CANADA 


British Columbia hospitals express concern over intent of 
amendments to Hospital Act. (N) Ag 16-176 

Canadian hospitals fear financial storm. (N) J] 16-97 

Canadians establish standard-setting council. (N) Jl 16-98 

a officials hear plea for hospital cost control. (N) 

Physician specialists end 10-day strike in Quebec. (N) N 16-117 


Capital financing. See: Financial management 


CARDIAC CARE 


See also: Intensive care 

Cardiac resuscitation program. (Kowal & others) My 16-77 

Diet for the stroke patient. (Jernigan) Je 16-66 

‘Glassboard’ helps stroke patients learn to write. (idea forum) 
Ap 1-28 

Industrialized components: 22-bed stroke unit. Je 1-36 

Stroke center speeds recovery. (Davis) Ja 16-54 


CAREERS 


AHA to salute schools of nursing with Tournament of Roses 
float. (N) D 1-98; riders chosen, (N) D 16-103 

Auxiliary scholarship: publicizing and selecting applicants. 
(Q/A) N 16-14 

Defense program to match skilled veterans with jobs. (N) N 
1-137 

Disadvantaged to be trained for jobs in Alabama hospitals. 
(N) N 1-135 

Ex-corpsmen to be trained as registered nurses. (N) Mr 16-140 

Financial aid programs in support of health occupations—a 
guide for auxiliaries. (Q/A) O 1-20 

Minority youth introduced to administration careers. (N) Jl 

Nursing: career commitment. (Connelly) Ag 16-142 

Older, — L.P.N. student better career longevity risk. (N) 
S 16-10 

Program proposed to attract minorities to health field. (N) 
Mr 1-103 

School nurses seen as aides in careers recruiting. (N) F 16-121 

University of Kentucky to begin training allied health teachers, 
administrators. (N) O 16-29 

University to open school for allied health careers: New York. 
(N) Mr 16-140 

Urban coalition given grant for health manpower program. 
(N) S 1-105 
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Carpets. See: Floors 
CATHOLIC HOSPITAL ASSOCIATION 


CHA names new director. Jl 1-129 


CENTRAL SERVICE DEPARTMENT 


Decentralized utensil processing. (Wasson) Ja 1-90 

Ethylene oxide sterilization. (Rendell-Baker & Roberts) O 1-100 

Irrigating solutions: inplant production or commercial pur- 
chase. (Folker) N 16-72 

Microbiological contamination control in hospitals: roles of 
central service and the laundry. (Greene) Ja 1-98 

Quality control and sterile products. (Bassen) S 16-81 

Shared central service department. (Ross & Zoellick) S 1-64 

Work measurement system for central service. (Larsen) F 16-78 


Chain health facilities. see: Proprietary facilities 


CHAPLAINCY SERVICE 
American Public Health Association obtains important clari- 
fication of hospital chaplains’ social security status. (N) Jl 
A aE a ee 
Charitable immunity. See: Laws and legislation 
Children’s care. See: Nurseries; Pediatric care 


Chronic illness care. See: Extended care; Geriatric care; Home 
care; Medicaid; Medicare; Nursing homes; Rehabilitation 


CITY-COUNTY HOSPITALS 
Plight of the public hospital—case study: Denver. (Cowen) Jl 
1-61 


City hospitals. See: Municipal hospitals 
Civil defense. See: Disaster service 
CIVIL RIGHTS 
HEW revises Title 6 rules. (N) F 1-152 
Labor department files wage discrimination suit against East 
Dallas Hospital. (N) Ja 1-31 
262 nursing aides to get $65,000 back wage payment: Quincy, 
Mass. (N) N 16-119 


Closing of hospitals. See: Hospital and health facilities 
Collection. See: Credit and collection 
Collective bargaining. See: Unions and collective bargaining 


Communicable disease care. See: Infection control 


COMMUNICATION SYSTEMS 


See also: Television 

Appointment scheduling: outpatient department. (Mitchell & 
Gautreau) Je 1-58 

Computer network planned to aid kidney transplants. (N) Mr 
16-138 

Disaster line installed at Wisconsin hospital. (idea forum) N 1-34 

Emergency radio network. (DN) F 16-71 

Hospital emergency command system. (Nobel & Mosenkis) Ag 
16-130 

Sophisticated radio network successful: used for speedway 
disaster. D 1-46 


COMMUNITY AND THE HOSPITAL 


Areawide planning: involvement of consumers. (Graves) O 1-46 

Changing urban scene: urban hospitals must work with the 
ghetto community. (Zborowski) D 1-33 

Court bars Young Lords from Lincoln Hospital, New York City. 
(N) S 16-100 

Discussions follow in wake of hospital building ‘occupation’— 
Lincoln Hospital, New York City. (N) Ag 1-19 

Feeding the poor: hospital works within government program. 
(Hirsch) Jl 1-97 

Hospital offers classes to local senior citizens. (N) My 16-119 

Hospital opens telephone counseling bureau. (idea forum) 
D 1-28 

Patients act as advisors on health care. (idea forum) Ap 1-31 

Promise of drug detoxification unit and rehabilitation program 
ends sit-in at New York City hospital. (N) F 1-53 

Reaching out to the poor: health care expediters for liaison. 
(Vodev) Ag 16-70 

University of Chicago symposium examines problems of mid- 
dle-aged urban hospitals. (N) Je 1-116 

— management engineering program. (Movshin & Pryor) 
O 1-63 


Community hospitals. See: Small community hospitals 


Computers. See: Automation 


CONSENT, LEGAL 


See also: Law and. liability 

Autopsy authorizations. (Q/A) Ja 1-14 

Consents: recent developments. (L) (Bernstein) D 1-85 

— needs parents’ consent to abortion, court rules. (N) N 
6-114 

Surgical consent forms. (DN) Ap 16-92 

= card developed to expedite anatomical gifts. (N) My 
1l- 
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CONSTRUCTION 


See also: Planning 

Concrete hospital parking structure collapses. (N) My 1-106 

Construction costs delay work on Dallas hospital. (N) Ja 1-134 

Construction notes. Ja 16-103; F 1-156; Mr 16-28; My 1-25; Je 
1-36; Jl 1-136; Jl 16-14; Ag 16-34; S 16-32; O 1-141; O 16-14; 
N 16-23; D 16-24 

Court rejects National Labor Relations Board ruling holding 
boycott illegal: Holy Cross Hospital, Detroit. (N) S 16-96 

Innovations in planning and design. (special issue) F 1 

New Jersey legislature passes certificate of need bill. (N) Je 


Continuing education. See: Teaching function 


CONTRACT SERVICE 


Centralized commercial linen service (Schoenfeld) S 1-69 

Food service: vending operations. (Hadden) Je 16-64 

Hospital-operated vs. contractor-operated food service in hos- 
pitals: for the hospital food service manager. (Myers); for 
age] food service management. (Moreland & Lawson) 
a 1-10 

Methods improvement: using community resources. (Flanna- 
gan) Ag 1-34 


CONVEYORS 


Automated distribution system used by Swedish hospital. (DN) 
16-79 

Automated food delivery systems. (Doyon) F 1-109 

REI management: conveying systems. (Kirby & o'ers) 
-117 


Coronary care. See: Cardiac care 


COSTS 


Medical costs may double by 1980, economist warns. (N) Mr 
1-104 

Nursing care for Medicare patients. (McClusky & Smith) Mr 
16-93 

— a help explain rising hospital costs. (idea forum) 

g 1-12 

Salaried professional services: medical staff cost study. (Man- 
ning & Weinstein) Ag 1-25 

What percentage of the budget generally is spent for admin- 
istration? (Q/A) My 1-18 


COUNTY HOSPITALS 


Chicago’s Cook County Hospital begins phasing out services. 
(N) Je 1-43; control transferred to apolitical body, threat- 
ened closing averted. (N) Je 16-37 

Inner-city patient: an in-depth study of patients at Cook 
County Hospital, Chicago. (Phillips & others) N 16-55 

Larger medical staff signifies recovery for Chicago hospital. 
(N) S 1-110 

Measures approved to aid crewded county hospital: Los An- 
gles. (N) F 16-118 

ogee _—_— curtailed at Chicago’s county hospital. (N) 

r 
Plight Fy the public hospital—case study: Chicago. (Freeark) 


Jl 

Plight of the public hospital—case study: Sacramento. (Cum- 
ming) Jl 1-87 

Plight of the public hospital—case study: St. Petersburg. 
(Padova) Jl 1-906 

Residents file suit against medical center in protest over over- 
crowded conditions: Los Angeles. (N) F 1-151 


CREDIT AND COLLECTION 
Installment collections. (Phelps) S 1-43; (C) (Dignam) N 16-16 


D 


Data processing. See: Automation 


DECORATION 


Modern graphics spark unique cafeteria design: Barnes Hos- 
pital, St. Louis. (idea forum) O 1-3 
Office landscaping: medical records. (Kraft & Maher) N 16-44 


Definitions. See: Terminology and definitions 


Delivery of health care. See: Health care delivery 


DENTAL CARE 


Dental surgery: what information should be contained in an 
operative report? (Q/A) My 1-16 
Hospital dental equipment. (Roistacher) Ap 16-54 


DIETARY DEPARTMENT 


‘Adventures in dining’ improve employee morale. (idea for- 
um) F 1-28 

American Dietetic Association convention report. D 1-66 

Associate in arts degree program for food service supervisors. 
(Yanochik & Farone) Je 1-95 

Attractive holiday meals for patients on modified diets. (Jerni- 
gan) D 1-69 

Automated food delivery systems. (Doyon) F 1-109 


114 


Automated food preparation and service. (Nicolaus) Mr 16-108 

Batch cooking. (McIver) O 16-84 

Change, specialization, participative management, self-edu- 
cation—factors in the dietitian’s future. (Mertens) Ag 1-43 

Charting diet information. (Q/A) Jl 1-22 

— of dishwashing facilities. (Jopke & Hass) Mr 
16-12 

Controlling cafeteria costs: cash register modified to meet 
needs. (Walker & Gunter) Ag 16-122 

Correspondence study program. (Konhauser) Ag 1-40 

Diabetic patients require education and understanding. (Jerni- 
gan) N 1- 

Diet for the stroke patient. (Jernigan) Je 16-66 

Dietetics and human ecology. (Henderson) Jl 16-78 

a in food service. (Jernigan) Ap 16-80; (C) (Simms) 
g 16-24 

~~ helps patients feed themselves. (idea forum) 
y - 

Evaluating the patient’s tray—a suggested program. (Herman & 
Bloch) D 16-69 

Exhibit at National Restaurant Association convention features 
time-saving equipment. (Jernigan) O 1-115 

Expanding a food service system. (Schaffer & Wagman) N 16-81 

Facts about fish. (Goodson) Ja 16-59 

Feeding the poor: hospital werks within government program. 
(Hirsch) Jl 1-97 

Five small meals served to young patients. (idea forum) S 1-26 

Food acceptance vs. serving frequency. (Zellmer) Mr 1-75 

Food cart delights young patients. (idea forum) N 1-30 

Food service: annual administrative review. (Hubbard) Ap 1-87 

Four meals a day. (Mumma) Ap 16-77 

Freeze-dried foods. (Quam) D 16-66 

HAS administrative profiles: dietary direct costs. My 16-50 

Hospital-operated vs. contractor-operated food service in hos- 
pitals: for the hospita] food service manager. (Myers); for 
contract food service management. (Moreland & Lawson) 
Ja 1-104 

Human resources: effective utilization of dietary manpower. 
(Blaker) My 1-68 

Insulated trays facilitate meal delivery, improve food service. 
(Laudenslager) N 16-86 

Management employees like rotating schedule for days off, 
holidays. (Stinnett) My 1-72 

Menu count: a time-saving statistical technique. (Schmitz) F 
16-94 

Military flight meals. (Manor) O 16-82 

Modern graphics spark unique cafeteria design: Barnes Hos- 
pital, St. Louis. (idea forum) O 1-30 

New trends in equipment. (Jernigan) F 16-97 

Noncredit course in dietary management. (Staudenraus & 
Lamm) Je 1-94 

Nursing home officials criticized in salmonella deaths: Balti- 
more. (N) O 1-37 

Orientation and training. (Worthington) N 1-72 

Pediatric menu terminology. (Bachrach) My 16-84; (C) (Su- 
tula) Ag 16-24 

ee and procedures for the dietary department. (Puckett) 
Fl 

Prepackaged tube feedings. (Gormican) S 1-58 

Radiation emission limits set for microwave ovens. (N) D 1-96 

‘Science of survival’—theme of third international food con- 
gress. (DN) O 16-86 

Selection of mobile storage equipment. (Jernigan) Ja 16-61 

Selective menus. (Abood) Ag 16-123 

Slides add emphasis to food service training program. (Aitken) 
S 16-77 

Staphylococcus a leading cause of food poisoning. (DN) Ja 
-108 

Suggestions for feeding of hospitalized children. (Jernigan) 
My 16-86 

Teaching aids for dietary personnel. (Schaefer) S 16-74 

Text provides aid for institutional managers. (Davenport) Ag 
16-125 

Tray assembly procedures. (Stewart) O 1-112 

Use and care of china. (Jernigan) Mr 16-114 

Value of therapeutic diets is disputed. (DN) Mr 1-82 

Vending operations. (Hadden) Je 16-64 

Wholesome meat act requires federal and state inspection of 
meat. (Jernigan) S 1-60 


DISASTER SERVICE 


See also: Fire prevention and control 

Camille revisited. (C) (Zizzi) Mr 16-21 

Disaster line installed at Wisconsin hospital. (idea forum) N 

Emergency radio network. (DN) F 16-71 

Heavy rains, flooding force temporary closing of Florida hos- 
pital. (N) Jl 1-33 

Hurricane Celia devastates part of Texas oe: area hospitals 
are listed among the casualties. (N) S 1-10 

a hospitals treat 70 injured in sauce, fires. (N) Jl 
16- 

Racial disorders have minimal effect on hospitals. (N) Ag 1-75 

Sophisticated radio network successful: used for speedway 
disaster. D 1-46 

Texas, Mississippi hardest hit as tornadoes rip across southern 
and midwestern states. (N) My 1-35 

Tornado as teacher: lessons learned lead to revision of one 
hospital’s disaster plan. (Johnson) Mr 1-40 

Tornado devastates Lubbock, Texas; hospitals escape full fury 
of storm. (N) Je 1-115 


Discharge. See: Admitting and discharge 


DISPOSABLE GOODS 
Disposable OR packs: analysis shows savings. (Spivack & Watt) 
J1 1-105 
egg in food service. (Jernigan) Ap 16-80; (C) (Simms) 
g - 
Look at disposables. Golden Mr 1-68; (C) Staples) Jl 16-22 


Prospects for nonwovens. (DN) My 16-57 
Wet grinding of disposables. D 1-70 
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DISTRICT HOSPITALS 


Oklahoma voters reject bill to establish hospital districts. (N) 
O 16-106 

Plight of the public hospital—case study: Charlotte, N.C. 
(Thomas) Jl 1-77 


DOORS 
Maintenance: automatic doors. (DN) F 1-122 


Drugs. See: Narcotic care; Pharmacy 


E 


Education. See: Health education; Interns and residents; Man- 
power, Health; Medical education; Nursing education; Teach- 
ing function 


Electronic equipment. See: Automation; Equipment 


EMERGENCY CARE 


See also: Ambulance service; Disaster service; Outpatient de- 
partment 
Cardiac resuscitation program. (Kowal & others) My 16-77 
Emergency care at hospitals. (L) (Bernstein) Ag 1-64 
Emergency data cards distributed to aged. (idea forum) Jl 1-28 
ore’ services: annual administrative review. (Kinzer) 
Ap 1-73 
Hospital emergency command system. (Nobel & Mosenkis) 
Ag 16-130 
Illinois outlines requirements for plans to pool hospital emer- 
gency resources. (N) Ag 1-19 
— a worker in the emergency department. (Strinsky) 
y - 
Mental health practitioner: better care in emergencies. (Whit- 
tington) N 16-52 
New emergency services bill extends responsibility of Cali- 
fornia hospitals, provides some malpractice protection. (N) 


-33 
Triage nurse. (Slater) D 1-50 


Emergency lighting and power. See: Power plant 


Employees. See: Personnel 


ENGINEERING 


See also: Air conditioning; Equipment; Power plant 
Evaluation of maintenance performance. (Davis) Je 1-66 
Maintenance: automatic doors. (DN) F 1-122 

—_ problems in small hospitals: North Carolina study. 


—T system for a small hospital. (James & others) 


Preventive maintenance hurdle. (Williams) Ja 16-75 
Engineering, Industrial. See: Methods improvement 


Environmental sanitation. See: Housekeeping; Infection control 


EQUIPMENT 


See also: Automation 

Control of medical devices. (Q/A) Ag 16-32 

Controlling cafeteria costs: cash register modified to meet 
needs. (Walker & Gunter) Ag 16-122 

Hospital dental equipment. (Roistacher) Ap 16-54 

a food notes: new trends in equipment. (Jernigan) F 

-9 

Hospital food notes: selection of mobile storage equipment. 

(Jernigan) Ja 16-61 


Explosions. See: Disaster service; Fire prevention and control 


EXTENDED CARE 


See also: Geriatric care; Home care; Medicare; Nursing homes; 
Rehabilitation 

Chaplains and long-term care. (Mitchel) Ag 1-36 

Clinical pharmacy: long-term care institution. (Ginsberg & 
Birmingham) N 1-94 

Extended care facilities and hospitals. (Mast) Jl 16-64 

Extended care facility: Olive View Medical Center. D 16-22 

Health planning: continuity of care. (Christenson) Ag 1-21 

Medicare and extended care facilities: results of a two-year 
reimbursement study. (Archer) N 16-48 

Social service staffing patterns. (Harper) D 1-53 


F 


FEDERAL HEALTH AND WELFARE PROGRAMS 


See also: Medicaid; Medicare; Regional Medical Programs 

Hill-Burton extension finally becomes law. (N) Jl 16-20 

aon -—* Federal National Mortgage Association growing. 
N 

National Institutes of wey — pamphlets on aid to nursing 
schools, students. (N) M -142 

— Administration aes po to health needs. (N) 

Office of Economic Opportunity awards grants for prepaid 
health plans for the poor. (N) Jl 16-19 
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Regional Medical Program extension and Health Services Im- 
provement Bill: AHA position. (Williamson) My 16-126 

Status report: major health legislation in the 91st Congress 
(1969-70) S 1-107; O 1-142; N 1-136 

Two physicians’ deaths inspire manpower measure. (N) S 1-34 

Urban coalition given grant for health manpower program. 
(N) S 1-105 


FILMS 


American Nursing Home Association delegates protest Congress- 
man’s attempt to ban showing of nursing home film. (N) 
N 1-137 

Slide show makes surgery easier for young patients. (idea 
forum) Ja 1-3 

Slides add emphasis to food service training program. (Aitken) 


FINANCIAL MANAGEMENT 


See also: Accounting; Hospital and medical economics; Income 
for hospital services 

Another $1.4 billion asked for New York hospital loans. (N) 
Mr 16-138 

Canadian hospitals fear financial storm. (N) Jl 16-97 ; 

Changing management and corporate structure. (interview) 
(Brown) Ja 1-77 

Efficiency and quality of patient care. (Landdeck) S 16-41 

Financial management: annual administrative review. (Stein- 
ert) Ap 1-83 

Four Seasons nursing home chain files bankruptcy petition. 
(N) Jl 16-19 

Health care delivery and finance. (Toomey) S 1-39 

Hospital use of Federal National Mortgage Association grow- 
ing. (N) F 1-54 

a eee needs set at $20 billion for five years. (N) 
D 16-1 

Internal control. (Hill) Mr 1-35 

Michigan hospitals lose money in December 1969. (N) Je 1-118 

‘Most crucial’ decisions in financing lie ahead: AHA convention 
report. O 1-77 

Nursing home industry. (Earle) F 16-45; Mr 1-60 

Plight of the public hospital. (special issue) Jl 1 

University of Chicago symposium examines problems of mid- 
dle-aged urban hospitals. (N) Je 1-116 


FIRE PREVENTION AND CONTROL 


See also: Disaster service 

Carpet, plastic waste containers implicated in investigation of 
Ohio nursing home fire. (N) F 16-118 

—— fire at Quebec home for aged claim 17 lives. (N) 
N 16-19 

Fire prevention in the surgical suite. (DN) Mr 1-90 

Hospital fire protection. (Sr. M. Christopher) O 1-66 

Ohio nursing home fire: an analysis. (Cihlar) Mr 1-28a 

Proposed Medicare regulations formalize fire safety standards. 
(N) S 16-35 

age a after delivering liquid oxygen to hospital. (N) 
e -, 

Twenty-seven die in Ohio nursing home fire. (N) F 1-153 

VA orders 100,000 pajamas. (N) Mr 1-39 


Floods. See: Disaster service 


FLOORS 


Carpet, plastic waste containers implicated in investigation of 
Ohio nursing home fire. (N) F 16-118 

Simple method for testing floor cleanliness. (DN) My 16-93 

Thermal properties of carpeting and draperies. (DN) Je 16-84 

Type of floor covering does not influence airborne contami- 
nation. (DN) Mr 1-72 


Foods and food service. See: Dietary department 


FOSTER CARE 
Community care homes: Baltimore. (Rappaport) S 16-56 


Franchising of hospitals. See: Licensure and regulation; Pro- 
prietary facilities 


G 


GERIATRIC CARE 


See also: Extended care; Medicare; Nursing homes 
Community care homes: Baltimore. (Rappaport) S 16-56 
Discharge planning for the elderly. (Kulys) My 1-39 
Emergency data cards distributed to aged. (idea forum) Jl 1-28 
Friendly visitor: home visitation for elderly patients discharged 
from hospital care. (Barron) F 16-74 
— — continues to be problem for aged, study finds. (N) 
Long-term care: floor meetings. (Novick) Mr 16-91 


GOVERNING BOARD 


AMA voices concern on hospital costs, restates stand on M.D. 
board members. (special report) Ja 1- 

Changing role of trustees. (Bugbee) F 16-54 

Control of Chicago’s Cook County Hospital transferred to 
apolitical body; threatened closing averted. (N) Je 16-37 

Disputes over board may delay hospital corporation: New 
York City. (N) F 1-155 
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For the trustee, deepening responsibilities. (interview) (Per- 
loff) Ja 1-84 

Ineffective trustee: administrators should take the initiative. 
(Silvers) O 1-50 

Orientation of the hospital governing board. (Oberg) Ag 1-28 

Physicians as trustees. (C) (Greene) Mr 16-24 

Physicians as trustees. (C) (Smith) Je 16-32 

Trusteeship: annual administrative review. (Kauffman) Ap 
1-155 

Trusteeship: strictures and structures. (Brown) Ag 16-79 


GOVERNMENT HOSPITALS 


See also: City-county hospitals; County hospitals; District hos- 
pitals; Municipal hospitals; State hospitals; Veterans Ad- 
ministration hospitals 

Plight of the public hospital. (special issue) Jl 1 

Symposium takes up problems, approaches used to maintain 
public hospital services. (N) Mr 1-105 


GROUND BREAKING 


Unusual ground ‘staking’ ceremoney staged: Mesa, Ariz. (idea 
forum) N 1-30 


GROUP PRACTICE 
Ambulatory care: new approaches should be explored. (Gee) 
Ag 


Baltimore hospital to develop group practice arrangement. 
(N) O 1-137 

Harvard sponsors prepaid community health plan. (N) Ja 16-102 

Hospital group practice. (Lee) Ja 16-43 

Pennsylvania Medical Society to develop group practice pro- 
gram. (N) N 16-19 

Rochester Plans will develop group practice center. 


H 


HEALTH CARE DELIVERY 
See also: Regional Medical Programs 


HEALTH CARE DELIVERY 


AHA committee calls for sweeping reforms in delivery, financ- 
ing of health care services. (N) D 1-21 ; 
BCA chief calls organization, distribution two major problems 
of health care system. (N) Je 16-97 an ‘ 
Care beyond acute general hospital: annual administrative 
review. (Russell & Wells) Ap 1-56 

Chamber of Commerce of the United States undertakes one 
more health needs study. (N) S 16-97 i 

Chicago workshop provides physicians’ view of delivery of 
health care in the new decade. (N) Ja 1-133 : 

Dr. Lee stresses need to view health care in conjunction with 
other social problems. (N) Je 1-119 

End seen to ‘standpatism’ in health care delivery. (N) S 16-98 

Health care delivery and finance. (Toomey) S 1-39 

Health care goals for today and tomorrow. (Priver) S 1-42 

Health care planning: annual administrative review. (Lentz) 
Ap 1-93 

Health care system. (Rogatz) Ap 16-47 

Hospital foreseen as core of health care system. (N) Je 16-98 

Hospitals and the health care system do not exist in a vacuum. 
(Berke) Mr 16-61 

Hospitals as the center of the health care universe. (interview) 
(Crosby) Ja 1-52 

How should the nation set its priorities? AHA convention re- 
port. O 1-71 

Outside forces seen as impetus for change, innovation in U.S. 
health care delivery system. (N) My 1-104 

Perloff committee: history of the committee; the committee 
report; analysis of the report. D 16-39 

Providers, consumers meet to improve health services: Ta- 
coma, Wash. (N) Mr 16-143 

Public seen as more concerned with comfort, convenience than 
other aspects of health. (N) Jl 1-130 

Study examines U.S., Swedish health systems. (N) N 16-119 

Unifying health care. (Haynes) Mr 16-67 


HEALTH CENTERS 


AHA called on to exercise its ‘muscle’ in support of neighbor- 
hood health centers. (N) S 1-108 
ae care: new approaches should be explored. (Gee) 
16- 


Chicago hospital opens family health center. (N) N 1-135 

Grooming course held at Mile Square Health Center. (idea 
forum) Mr 1-22 

Health center disrupted by dispute over control: New York 
City. (N) F 16-121 

Massachusetts to provide total health care plan. (N) Je 1-121 

Pharmacy services in the health center. (Penna) Jl 16-70 

—. = the public hospital—case study: Denver. (Cowen) 

Stereotyped concepts stifle growth of hospitals into health care 
centers: AHA convention report. O 1-75 


HEALTH EDUCATION 


‘Good health station’ provides health care tips: Central Com- 
munity Hospital, Chicago. (idea forum) F 1-28 
Patient as health student. (Lesparre) Mr 16-75 


HEALTH INSURANCE 


See also: Blue Cross , 
AHA committee calls for sweeping reforms in delivery, finai.c- 
ing of health care services. (N) D 1-21 
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Black physicians’ group takes cautious stands on abortion and 
national health insurance. (N) S 16-99 

California MDs offer plan to control hospital costs. (N) Je 1-124 

‘Catastrophe’ seen iiY wake of national health insurance. (N) 
Ja 16-99 

Dr. Somers warns against ‘precipitous action’ in attempt to 
provide health coverage for all. (N) Mr 16-141 

Financing health care: annual administrative review. (Hitt) 
Ap 1-77 

HEW official opposes national health insurance. (N) J1 16-103 

Harvard sponsors prepaid community health plan. (N) Ja 16-102 

Health care program started for 2500 New York poor. (N) O 
1-144 

Health Insurance Association of America urges changes in 
insurance coverage. (N) Ja 16-96 

Health insurance plans approve in principle international 
transfer of coverage agreement. (N) O 1-139 

Health insurers warned to plan today for tomorrow. (N) J1 1-133 

Massachusetts to provide total health care plan. (N) Je 1-121 

Most persons have hospital cost insurance, Health Insurance 
Institute reports. (N) Mr 16-142 

National health insurance could only compound errors of 
Medicare-Medicaid, economist warns. (N) Mr 1-100 

ore health insurance proposals called inadequate. (N) 

a for insurers seen in national health insurance. (N) 

Pennsylvania Medical Society to develop group practice pro- 
gram. (N) 16-19 

Perloff committee: history of the committee; the committee 
report; analysis of the report. D 16-39 

Preadmission testing. (Q/A) S 16-16; (C) (Buxbaum) D 16-14 

‘Ready or not,’ hospitals told to expect national health insur- 
ance program by 1975. (N) Ap 16-114 

Rising health costs motivate proponents of national insurance, 
ACHA congress told. (N) Mr 16-135 

Rockefeller again asks statewide health insurance. (N) My 1-106 

Senator Kennedy proposes national health insurance. (N) Ja 
16-98 

United Auto Workers outlines national health insurance plan. 
(N) Ag 1-20 


Hill-Burton program. See: Federal health and welfare programs 


HOME CARE 


Ambulatory care: new approaches should be explored. (Gee) 
Ag 16-73 

Community care homes: Baltimore. (Rappaport) S 16-56 

Friendly visitor: home visitation for elderly patients discharged 
from hospital care. (Barron) F 16-74 

Health planning: continuity of care. (Christenson) Ag 1-21 

Home care for rural poor. (Andrus) Mr 1-43 

Home hemodialysis training. (Sears) Je 1-60 

Hospital sends students to help patients at home. (N) Ag 16-181 


HOSPITAL ADMINISTRATIVE SERVICES 


Administrative profiles. Ja 16-24; F 16-28; Mr 16-44; Ap 16-42; 
My 16-50; Je 16-28; Jl 16-40; Ag 16-56; S 16-22; O 16-36; N 
16-32; D 16-32 


HOSPITAL AND HEALTH FACILITIES 


See also: Affiliations; Health care delivery; Home care; Plan- 
ning; Regional Medical Programs; Utilization 
Court approves reorganization plan for hospital after physi- 
cians challenge its right to close. (N) D 16-35 
Court postpones closing of New Jersey hospital. (N) Mr 16-137 
Estimating coronary care bed needs. (Karniewicz) S 16-51 
Hospital merger. (Collins) Je 1-56 
a needs set at $20 billion for five years. (N) 
6-10 
Idaho legislature weighs certificate of need bill. (N) Mr 1-103 
Physicians stay closing of New Jersey hospital. (N) Mr 1-103 
i= ag —_— of need bills pending in New Jersey. (N) 
16- 


HOSPITAL AND MEDICAL ECONOMICS 


Economics of health care in the 70s. (interview) (Fuchs) Ja 1-68 


HOSPITAL SHIPS 
Floating hospitals. (picture story) Jl 16-54 


HOUSEKEEPING 


See also: Floors; Infection control 

Administrative profiles: housekeeping expenses. O 16-36 

Cleaning hospital floors: the problem of recontamination. D 16-86 

Cockroaches eliminated by fogging chases. (idea forum) Je 1-28 

Environmental sanitation: ingenuity saves money for hospitals, 
wins recognition for housekeepers. (DN) My 1-88 

Management by objectives. (Lopp) Ag 16-136 

Vacuum scrubbers: a study of the possible microbial hazards. 
(Musachio & Strong) O 16-90; correction. N 16-120 

ba i maids held equal to work of porters. (N) 
iMLy - 


HUMAN RELATIONS 


Human relations committee sponsors lecture series. (idea for- 
um) O 1-32 


Human rights. See: Civil rights 


Hurricanes. See: Disaster service 
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IDENTIFICATION SYSTEMS 


Clerical error in infant identification could cost hospital up to 
$1 million. (N) My 1-106 

Premature infant identification: transportation record. (Heller) 
F 16-57 


Immunity, Charitable. See: Law and liability 


Incinerators. See: Waste disposal 


INCOME FOR HOSPITAL SERVICES 


Agreement ends eae over Blue Cross contract: Massachu- 
setts. (N) Ag 16-176 

Blue Cross Plan to provide cash deposit to hospitals: North 
Carolina. (N) Ja 1-135 . 

Changes in Medicare-Medicaid payment rules published. Ag 
16-50 

Contract ends dispute between Blue Cross, hospital: District 
of Columbia. (N) Je 16-97 < 

Eight New Jersey hospitals report losses from providing care 
to indigent persons. (N) N 1-37 

Experimental program in incentive reimbursement expected 
to realize $1.5 million savings this year: California. (N) 16-19 

Financing health care: annual administrative review. (Hitt) 

Hospitals to quit Blue Cross in payment dispute: Charleston, 

Va. (N) S 16-97; hospitals drop threat. (N) O 16-107 

Incentive reimbursement. (Hardwick & Wolfe) S 16-45 

Medicare and extended care facilities: results of a two-year 
reimbursement study. (Archer) N 16-48 

Prospective reimbursement recommended to control health 
care costs in Illinois. (N) My 16-122 

Refunding excess benefits to the patient rather than the in- 
surance carrier. (Q/A) Ap 1-34 

Reimbursement: Medicaid survey. (Richter) J1 16-68 

Tie payment to planning, Kansas group recommends. (N) Ja 

West Virginia Hospital Association establishes fair practice 
committee. (N) D 1-98 

Wisconsin high court holds Blue Cross discount proper. (N) 


INDIGENT CARE 


See also: Medicaid 

Changing urban scene: urban hospitals must work with the 
ghetto community. (Zborowski) D 1-33 

Dr. Egeberg says programs for poor temporary, foresees 
equality in health care within decade. (N) Ap 16-119 

Eight New Jersey hospitals report-losses from providing care 
to indigent persons. (N) N 1-37 

Feeding the poor: hospital works within government program. 
(Hirsch) J1 1-97 

TT care program started for 2500 New York poor. (N) O 

Home care for rural poor. (Andrus) Mr 1-43 

a to provide care to 13,000 Philadelphia poor. (N) N 

Inner-city patient: an in-depth study of patients at Cook 
County Hospital, Chicago. (Phillips & others) N 16-55 

Office of Economic Opportunity awards grants for prepaid 
health plans for the poor. (N) Jl 16-19 

Poor seek hospital care in two suits: Louisiana and Colorado. 
(N) S 1-106 

Reaching out to the poor: health care expediters for liaison. 
(Vodev) Ag 16-70 

Rural poor said to lack adequate health services. (N) Je 1-118 

Separate health care system for poor called indefensible con- 
cept, unacceptable practice. (N) My 1-107 

<r? on health care for the disadvantaged: AHA. My 

Voice of the consumer grows louder and more insistent: AHA 
convention report. O 1-73 


Industrial engineering. See: Methods improvement 


INFECTION CONTROL 


Burn infection: maintenance of a clean environment is essen- 
tial. (Archambeault & Feller) Ja 1-118 

Cleaning hospital floors: the problem of recontamination. D 16-86 

Contamination control in the nursery. ya J1 16-88 

Contamination from humidifiers. (DN) Je 16-68 

a. _e of dishwashing facilities. (Jopke & Hass) Mr 

-124 
Contamination of x-ray apparatus. (DN) Mr 16-124 
Decontamination of inhalation therapy equipment. (DN) Ag 


1-57 
Ethylene oxide sterilization. (Rendell-Baker & Roberts) O 1-100 
Ethylene oxide sterilization of respirators. (Bernarde & Hegh) 


My 1-62 
—~ in hospitals: a hazard to staff and patients. (DN) S 


Hepatitis screening called impractical. (N) N 16-20 
Hepatitis: the legal battle. (Phillips) D 16-58 

Hospital design and infection control. (Mommsen) N 1-113 
iT teak control: a coordinated program of prevention. (DN) 


Infection control: hand washing should be the administrator’s 
first concern (Snyder) Je 1-80 

Intravenous scalp-vein needles: possible sources of nosocomial 
infection. (DN) §S 1- 

Microbiological contamination control in hospitals: roles of 
central service and the laundry. (Greene) Ja. 1-98; role of the 
laboratory. Ja 16-66; role of the medical staff. F 1-124 

Microbiological sampling. (Eickhoff) Ap 16-86 
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Nosocomial infections. (Himmelsbach) F 16-84; correction. Je 

Nosocomial infections: international conference report. (DN) 
©: 14 

Nursing home officials criticized in salmonella deaths: Balti- 
more. (N) O 1-37 

Plastic surgical drapes. (DN) Mr 16-103 

Postoperative wound infections. (DN) S 16-84 

Quality control and sterile products. (Bassen’) S 16-81 

Simple method for testing floor cleanliness. (DN) My 16-93 

Surgical suite: steam or ethylene oxide? (DN) My 1-66 

Sutures from unopened packages dropped on the operating 
room floor are not contaminated. (DN) Je 1-78; (C) (Polissar) 
S 16-13 

Type of floor covering does not influence airborne contami- 
nation. (DN) Mr 1-72 

Vacuum scrubbers: a study of the possible microbial hazards. 
(Musachio & Strong) 0 16-90; correction. N 16-120 


INHALATION THERAPY 


Contamination from humidifiers. (DN) Je 16-68 
Decontamination of inhalation therapy equipment. (DN) Ag 


1-57 
as oye eee sterilization of respirators. (Benarde & Hegh) 
y 1-6 
Toys in oxygen tents. (Q/A) My 1-18 
Training personnel. (Fleming & Pesek) My 1-54 


INSULATION 
Thermal properties of carpeting and draperies. (DN) Je 16-84 


INSURANCE 


See also: Blue Cross; Health insurance 

Physician liability insurance: a hospital requirement? (Q/A) 
Ja 16-16; AMA policy stated. (Anderson) My 16-26; govern- 
ing board responsibilities. (Neff) My 16-28 

Programs implemented in attempt to reduce medical malprac- 
tice claims, insurance rates. (N) O 16-102 


Integration. See: Civil rights 


INTENSIVE CARE 


Burn infection: maintenance of a clean environment is essen- 
tial. (Archambeault & Feller) Ja 1-118 

Computerized intensive care. (Osborn & Beaumont) Je 16-49 

Coronary care unit nurse specialists. (Perrine & Boudreau) 
Mr 1-49 

Design lines: coronary care unit. J] 16-12 

Estimating coronary care bed needs. (Karniewicz) S 16-51 

Intensive care unit training program. (Boklage) Je 16-78 


INTERNS AND RESIDENTS 
Baltimore hospital’s interns get $2500 annual increase. (N) 
D 16-100 


es age? house staff seeks substantial salary increases. (N) 
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Checklist for developing hospital-house officer agreements: 
AHA. My 16-125 

Hospital house staff asked to repay Medicare fees: Chicago. 
(N) F 1-152; physicians to repay $1.1 million. (N) Ap 1-49 

Hospitals to spend an estimated $450 million on house staff 
stipends, benefits in 1970-71. (N) S 16-96 

House staff salaries up 11 per cent in past year. (N) Ja 16-104 

House staff salaries up 30 per cent since 1968-69. (N) Jl 1-131 

— still pressing for changes at D.C. General. (N) 

JCAH endorses Student American Medical Association extern- 
ship program. (N) F 16-120 


INTRAVENOUS THERAPY 


Intravenous scalp-vein needles; possible sources of nosocomial 
infection. (DN) S 1-90 
Pharmacy: information program. (Donn) S 1-78 


K 


KAISER FOUNDATION 


No place to go but up: Kaiser Foundation Hospital, Oakland, 
Calif. (Wyatt) F-105 


L 


LABORATORIES, CLINICAL 


See also: Multiphasic testing 

Clinical chemist shortage expected to become worse. (N) N 
16-119 

Cost-saving system devised for blood chemistries. (idea forum) 

HAS administrative profiles: utilization and costs in the clinical 
laboratory. Je 16-28 

Laboratory automation. (Rappoport & Rappoport) Ag 16-114 

Laboratory furniture selection. (Ruys) O 16-64 

Microbiological contamination control in hospitals: role of the 
laboratory. (Greene) Ja 16-66 

Saving through centralization. (Gal & Hanok) D 1-60 
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LAUNDRY AND LINEN 


See also: Disposable goods; Uniforms 

Administrative profiles: laundry. N 16-32 

Centralized commercial linen service. (Schoenfeld) S 1-69 

Enzyme laundry products: dangerous to consumers? (DN) O 
16-94 

European hospital laundries. (Oehnel) Ap 16-98 

Evaluating laundry alternatives. (Biggs & Farnham) F 1-130 

Hospital-based regional laundry: Chester, Pa. (Catania & 
Loucks) S 16-62 

Launderable shearlings. (Happich & others) Ja 1-112 

Microbiological contamination control in hospitals: roles of 
central service and laundry. (Greene) Ja 1-98 

St. Bernard’s barrier laundry. D 16-87 

Setting time standards. (Church) Ag 1-48 

Shared laundry service: tax status. (Q/A) Je 1-18 

Updating for economy: St. Elizabeth Hospital, Appleton, Wis. 
(Joyce) Je 1-100 


LAW AND LIABILITY 


See also: Consent, Legal; Licensure and regulation 

Abortion, the hospital and the law. (Phillips) Ag 16-59; (ed) 
Ag 16-69; (C) (Pearson) N 16-16; (C) (Schwarz) D 16-14 

American Aassociation of Blood Banks appeals for action on 
new blood laws. (N) D 16-99 

Appointment to the medical staff. (L) (Bernstein) Jl 1-116 

Arbitration: eight California hospitals undertake demonstration 
project. (Ludlam & Hassard) O 1-58 

Causes of hospital negligence. (L) (Bernstein) S 1-92 

Charitable immunity doomed by Massachusetts high court. (N) 
Ja 16-97 

eet immunity rejected by Wyoming high court. (N) 

1-136 

Clerical error in infant identification could cost hospital up to 
$1 million. (N) My 1-106 

Conference sees national crisis emerging from recent increase 
in malpractice suits. (N) My 16-121 

Court bars Young Lords from Lincoln Hospital, New York City. 
(N) S 16-100 

Court grants hospital appeal from order to treat insane: 
Florida. (N) Ag 16-178 

Court upholds hospital trustees’ right to bar applicant from 
medical staff: Oklahoma. (N) F 1-154 

= rule’ extends hospital liability. (L) (Edelman) O 

Drug companies offer $32.5 million settlement of hospitals’ suit. 
(N) Ap 16-37 

Emergency care at hospitals. (L) (Bernstein) Ag 1-64 

Hepatitis: the legal battle. (Phillips) D 16-58 

Hospital law: annual administrative review. (Minno) Ap 1-105 

ex law: labor relations. (Metzger) Mr 16-80; (C) (Quinn) 
1 16-22 

es pee for refusing woman sterilization operation. (N) 
e - 

Illinois Supreme Court calls blood a product, holds hospital 
liable in serum hepatitis suit. (N) O 16-102 

Labor strife and the law. (L) (Bernstein) My 1-92 

Liability for hepatitis from transfusions. (DN) Je 1-65 

Medical staff appointments: hospitals’ rights being curtailed. 
(Tilson) N 1-51 

Medical staff membership: more a right than a privilege? (L) 
(Bernstein) F 1-139 

Mother alleges hospital negligence in disappearance of child, 
files $1 million suit. (N) Ap 1-49 

New emergency services bill extends responsibility of Cali- 
fornia hospitals, provides some malpractice protection. (N) 

Plaintiffs drop suit to stay closing of hospital OB unit: Home- 
stead, Pa. (N) Je 16-97 

Poor seek hospital care in two suits: Louisiana and Colorado. 
(N) S 1-106 

Professional liability. (Edelman) O 1-54 

Programs implemented in attempt to reduce medical mal- 
practice claims, insurance rates. (N) O 16-102 

Residents file suit against medical center in protest over over- 
crowded conditions: Los Angeles. (N) F 1-151 

Sponge count. (L) (Bernstein) Ja 1-122 

Sterilization: a crime? Abortion: a right? (L) (Bernstein) Mr 

Trespass suit filed by hospital seeking to remove patient: 
Tulsa, Okla. (N) N 1-37; suit dropped (N) D 16-35 

Use of hospital attorneys. (C) (Hershey) O 16-6 

Workmen's compensation. (L) (Bernstein) Je 1-103 


Leasing of equipment. See: Purchasing 


LIBRARY SERVICE 


Hospital library. (Stearns & others) Mr 1-55; Mr 16-88 

Long-range planning: the librarian’s role. (Thompson) O-16-43 

‘Talking Books’ program aids handicapped readers. (idea 
forum) Jl 1-28 


LICENSURE AND REGULATION 


Association of Operating Room Technicians has eliminated 
licensure as one of its stated objectives. (N) Ag 16-17 

Hospital licensure. (Southwick) S 1-49 

—— predicts U.S. will regulate health care. (N) Ap 16- 


Hospital control bills fail in Maryland and Idaho. (N) My 1-107 
Hospital official praises ‘reasonable’ regulations. (N) Mr 16-142 
———_ commission proposed in Maryland. (N) 
i: Ba 
Idaho legislature weighs certificate of need bill. (N) Mr 1-103 
Illinois legislature rejects hospital planning bill. (N) J] 1-135 
Illinois outlines requirements for plans to pool hospital emer- 
gency resources. (N) Ag 1-19 
Licensure of hospital personnel. (Egelston & Kinser) N 16-35; 


Little improvement seen in nursing home care. (N) Ag 1-78 
Maryland health planning committee proposes strong controls 
over health facilities, services. (N) D 16-99 
Maryland strengthens contro] of state’s nursing homes. (N) 
N 16-117 
New Jersey legislature passes certificate of need bill. (N) Je 
43 


1- 

‘Paralysis of management’ threatens, study of hospital regula- 
tion warns. (N) F 1-155 

Patient pain only omission from state control proposal: Penn- 
sylvania. (N) Ap 16-118 

Public utility regulation. (L) (Edelman) N 1-120 

Public vs. private sectors: a further shift in power? (interview) 
(Willcox) Ja 1-63 

Suit challenges constitutionality of California planning law. 
(N) S 16-35; court upholds constitutionality. (N) N 1-37 

—e of need bills pending in New Jersey. (N) N 
6- 

Washington State Hospital Association seeks moratorium on 
health career licensure. (N) N 1-137 

What do we mean by franchising or certification of need or 
licensure? (ed) (Hague) Ap 1-4 


Linen. See: Laundry and linen 


Long-term care. See: Extended care; Geriatric care; Home care; 
Medicare; Nursing homes; Rehabilitation 


M 


MAIL SERVICE 
Mail emergency strikes New York hospitals. (N) Ap 16-116 
Maintenance. See: Engineering 


Management engineering. See: Methods improvement 


MANPOWER, HEALTH 


See also: Careers; Personnel 

Hospitals report decrease in health manpower needs. (N) O 
1-138 

Manpower in anesthesia. (DN) S 1-84 

Manpower shortage may be a myth: AHA convention report. 
O 1-68 


MATERIALS MANAGEMENT 


See also: Conveyors; Purchasing 
— distribution system used by Swedish hospital. (DN) 
16-79 
Automatic floor stocking. (Michels) My 16-103 
Conveying systems. (Kirby & others) F 1-117 
Materials management: annual administrative review. (Herr- 
mann) Ap 1-117 


Maternity care. See: Obstetric care 


MEDICAID 


See also: Medicare 

Administration may combine Medicaid, family assistance. (N) 
N 1-136 

American Nursing Home Association suit challenges Medicaid 
payment rules. (N) O 16-105 +e 

American Public Health Association condemns Medicaid in 
report on health crisis. Ap 1-50 

Florida hospitals anticipate problem as new Medicaid program 
lowers payments to nursing homes. (N) Ja 16-33 

HEW announces changes in Medicaid regulations. (N) Je 16-99 

HEW publishes changes in Medicaid regulations. (N) Mr 16-49 

HEW reports implementation of seven Medicaid programs. 
(N) F 1-151 

HEW strengthens Medicaid procedures to prevent fraud. (N) 
Ja 1-31 

HEW task force recommends Medicaid be scrapped in favor of 
new approach. (N) Ag 1-74 

aa lead list as state trims Medicaid: Missouri. (N) 

g - 

Kansas Medicaid cuts payments to providers. (N) F 1-53 

=o surplus enables state to add beneficiaries. 
(N) - 

Medicaid publishes nursing service regulations for skilled 
nursing homes. (N) My 16-43 

Missouri Medicaid gets emergency funds. (N) Mr 1-27 

New York Medicaid freeze held illegal as U.S. court orders 
retroactive payments. (N) Ja 1-130 

Nonprofit homes deny plans to refuse Medicaid patients: North 
Carolina. (N) Mr 1-105 

Nursing homes boycott North Carolina Medicaid. (N) F 1-152 

Reimbursement: Medicaid survey. (Richter) Jl 16-68 

Six nursing homes file suit to prevent Medicaid cutback: Mis- 
souri. (N) Ag 16-181 

State controller charges New York City paid $2 million in 
excess claims to nursing homes. (N) N 1-132 

‘Stopgap measure’ postpones Texas Medicaid cut. (N) Ap 1-49 

Suit challenges right to cut Medicaid benefits (N) O 1-139 

Supreme Court returns appeal of New York Medicaid freeze 
ruling to lower court. (N) My 16-43 

Texas Medicaid program to be trimmed 20 per cent. (N) Mr 1-27 

Two states take new steps to reduce Medicaid expenses: Utah 
and New Mexico. (N) N 1-135 

Utilization curbs imposed on California Medicaid. (N) My 1-106 


MEDICAL CARE 


Efficiency and quality of patient care. (Landdeck) S 16-41 
Patient care evaluation: annual administrative review. (Dona- 
bedian) Ap 1-131 
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MEDICAL CENTERS 


Development of a teaching hospital: design innovations. (Rus- 
sell) D 1-37 

‘Med City’ proposed for Los Angeles. (Southland) F 1-71 

Unit theory design: teaching hospital at Michigan State Uni- 
versity. (Sheoris) F 1-81 


MEDICAL EDUCATION 


See also: Affiliations; Interns and residents; Regional Medical 
Programs 

Association of American Medical Colleges outlines plan for 200 
per cent increase in minority M.D. students within five years. 
(N) J1 16-96 : 

Carnegie Commission calls for drastic changes in M.D. train- 
ing. (N) D 1-97 

Educator says U.S. may be paying high price for ‘marginally 
relevant’ medical education. (N) Mr 1-101 

50 per cent increase seen in freshman medical classes. (N) Ja 

Medical colleges agree in defining problems but lack accord in 
deciding what to do. (N) D 1-96 

. eo! ed jeopardized by more demand, less money. (N) 

6-10: 

New Jersey governor urges shift in medical education. (N) 

J1 16-102 


New program combines medical-legal education. (N) N 1-138 


MEDICAL RECORDS 


Charting diet information. (Q/A) Jl 1-22 

Computer network planned to aid kidney transplants. (N) Mr 
16-138 

Definition of terms: surgical procedure and surgical operation. 
(Q/A) My 16-33 

Dental surgery: what information should be contained in an 
operative report? (Q/A) My 1-16 

HAS administrative profiles: hospital medical records. Ag 16-56 

Hospitals supply data for chromosome registry. (N) O 1-142 

How should suicides be recorded? (Q/A) Je 1-18 

Incomplete medical records. (Q/A) F 1-38 

Indexing medical records. (Q/A) Ja 16-16 

Medical records for patients awaiting transfer to another in- 
stitution. (Q/A) Ap 16-28 

Medical transcriptionists. (McConnico) S 16-48 

Microfilmed ECGs. (Barr & others) Ap 16-61 

New forms system: reduces clerical time, increases accuracy. 
(Pfister) O 16-53 

Office landscaping. (Kraft & Maher) N 16-44 

a infant identification: transportation record. (Heller) 

Records for fetal deaths. (Q/A) F 16-40 

Records for newborns. (Q/A) Je 16-41 

Retention of medical records. (Q/A) My 1-16 

Rubber stamp signature. (Q/A) Ap 1-34 


MEDICAL STAFF 


See also: Group practice; Interns and residents; Physicians’ 
assistants 

3 . " ‘irccceeae to mediate hospital-physician disputes. 

Appointment to the medical staff (L) (Bernstein) Jl 1-116 

Bill to give medical staff veto power narrowly defeated: 
Louisiana. (N) Jl 16-100 

Court upholds hospital trustees’ right to bar applicant from 
medical staff: Oklahoma. (N) F 1-154 

Hospital group practice. (Lee) Ja 16-43 

Hospital hopes to solve physician shortage problem: day of 
celebration. (idea forum) Mr 1-22 

How can a hospital be sure that a physician is registered to 
prescribe narcotics? (Q/A) F 1-38 

Is membership on a hospital’s medical staff restricted to physi- 
cians? (Q/A) F 1-39 

Lack of physicians in small communities. (Q/A) Mr 1-15 

Medical staff appointments: hospitals’ rights being curtailed. 
(Tilson) N 1-51 

Medical staff membership: more a right than a privilege? (L) 
(Bernstein) F 1-139 

Microbiological contamination control in hospitals: role of the 
medical staff. (Greene) F 1-124 

ge bill would open hospitals to all M.D.’s, D.O.s. (N) 

r l- 

Physician as manager. (Ainsworth) D 16-53 

Physician in the decade ahead. (interview) (Knowles) Ja_ 1-57 

Physician liability insurance: a hospital requirement? (Q/A) 
Ja 16-16; AMA policy stated. (Anderson) My 16-26; govern- 
ing board responsibilities. (Neff) My 16-28 

Physician specialists end 10-day strike in Quebec. (N) N 16-117 

Physicians as trustees. (C) (Greene) Mr 16-24 

Physicians as trustees. (C) (Smith) Je 16-32 

Physicians stay closing of New Jersey hospital. (N) Mr 1-103 

Podiatrist sues to gain hospital staff privileges. (N) O 1-141 

Professional office building: Birmingham, Ala. S 16-28 

Salaried professional services: cost study. (Manning & Wein- 
stein) Ag 1-25 

Senate committee modifies Professional Standards Review 
Organization amendment. (N) D 16-36 

Staff opinion polls. (Brown) Je 16-70; (C) (Crevis) D 16-16 

Thirty staff members resign in Chicago hospital dispute: La- 
Rabida Children’s Hospital and Research Center. (N) D 1-100 

Utilization: hospital as ‘family physician.’ (Brissenden & Len- 
nard) My 16-55 

VISTA physician files suit against Arkansas hospital over de- 
nial of staff privileges. (N) J] 1-33 

Would it be unethical for a hospital to reimburse the utilization 
review committee chairman? (Q/A) Mr 16-34 


MEDICARE 


See also: Medicaid 
Changes in Medicare-Medicaid payment rules published. Ag 
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Experimental program in incentive reimbursement expected 
to realize $1.5 million savings this year: California. (N) N 
16-19 

Federal programs pay most of health care bill for aged. (N) 
S 16-97 


For-profit group endorses health maintenance option. (N) Jl 
16-103 

Former HEW Secretary asks extension of Medicare to all. (N) 
My 16-120 

40 homes quit Medicare to protest payment policy. (N) D 16-101 

G.P.s find salaries higher, hours longer since Medicare. (N) 
O 1-143 

Hospital house staff asked to repay Medicare fees: Chicago. 
(N) F 1-152; physicians to repay $1.1 million. (N) Ap 1-49 

Illinois Hospital Association charges Medicare hampers home 
agencies. (N) O 1-143 

Incentive reimbursement. (Hardwick & Wolfe) S 16-45 

Kentucky report urges changes in extended care facility regu- 
lations. (N) Ja 16-104 

Medicare and extended care facilities: results of a two-year 
reimbursement study. (Archer) N 16-48 

New regulations increase Medicare deductibles, copayments. 
(N) O 16-29 

= care for Medicare patients. (McClusky & Smith) Mr 
6-93 

Proposed Medicare regulations formalize fire safety standards. 
(N) S 16-35 


SSA seeks to recover alleged Medicare overpayments from 
hospital corporation, four extended care facilities. (N) F 16-31 

Special indicator: inpatient utilization of community hospitals 
by patients 65 years and older since Medicare. My 16-49 


MEDICO-MORAL PROBLEMS 


Abortion, the hospital and the law. (Phillips) Ag 16-59; (ed) 
Ag 16-69; (C) (Pearson) N 16-16; (C) (Schwarz) D 16-14 
American Public Health Association House upholds right of 
women to terminate pregnancies upon request. (N) Ap 1-174 
Black physicians’ group takes cautious stands on abortion and 
national health insurance. (N) S 16-99 

Hospital sued for refusing woman sterilization operation. (N) 
Je 1-122 

Minor needs parents’ consent to abortion, court rules. (N) N 
16-114 

New York hospital liberalizes rules governing sterilization. 
(N) Ag 1-79 : 

Sterilization: a crime? Abortion: a right? (L) (Bernstein) 
Mr 1- 

Washington voters approve abortion reform measure. (N) 
D 


Mental health. See: Psychiatric care 
Mergers. See: Hospital and health facilities 


METHODS IMPROVEMENT 


Disposable OR packs: analysis shows savings. (Spivack & Watt) 
Ji 1-105 


Evaluation of maintenance performance. (Davis) Je 1-66 

Hospital pharmacy systems. (Sprague & Ludwig) O 16-56 

Human resources: effective utilization of dietary manpower. 
(Blaker) My 1-68 

Irrigating solutions: inplant production or commercial pur- 
chase. (Folker) N 16-72 

Laundry: setting time standards. (Church) Ag 1-48 

Management by objectives: housekeeping. (Lopp) Ag 16-136 

Management engineering: new approaches needed. (Buchan) 
My 16-99 

Methods improvement: employee suggestions improve job 
performance. (Andrew) Ag 1-31 

Nursing service effectiveness. (Saren & Straub) Ja 16-45 

Operating room systems as seen by a surgeon. (Laufman) D 

Staffing requirements: nursing. (Harris) Ap 16-64 

— renee: annual administrative review. (Freeman) 

p 1-15 

Tray assembly procedures: food service. (Stewart) O 1-112 

Using community resources. (Flannagan) Ag 1-34 

Volunteer engineering program. (Movshin & Pryor) O 1-63 

Work measurement system for central service. (Larsen) F 16-78 

Work simplification training. (Delamar) Jl] 16-51 


MICROFILMING 


Microfilmed ECGs. (Barr & others) Ap 16-61 


MULTIPHASIC TESTING 


Automated screening systems. (Hochberg & others) N 1-55 
Multiphasic screening. (Montgomery & Singman) Mr 16-71 


MUNICIPAL HOSPITALS 


Accreditation loss feared by D.C. General Hospital. (N) O 1-137 

Court bars Young Lords from Lincoln Hospital, New York 
City. (N) S 16-100 

Demonstrators demand appointment of Puerto Rican hospital 
administrator: New York City’s Lincoln Hospital. (N) F 16-31 

Discussions follow in wake of hospital building ‘occupation’— 
Lincoln Hospital, New York City. (N) Ag 1-19 

Disputes over board may delay hospital corporation: New York 
City (N) F 1-155 

Drug addicts seeking medical care seize two wards of Harlem 
Hospital Center, New York City. (N) Ag 16-178; drug detoxi- 
fication unit to be established. (N) S 1-33 

Fifteen arrested during sit-in at New York City’s Lincoln Hos- 
pital. (N) D 1-21 

House staff still pressing for changes at D.C. General. (N) 
My 16-118 
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One-year accreditations given two major municipal hospitals. 
(N) My 16-119 

Plight of the public hospital—case study: Boston. (Sackett & 
Fine) Jl 1-82 

Plight of the public hospital—case study: New York City. 
(Terenzio & Manning) Jl 1-65 

Plight of the public hospital—case study: St. Petersburg. 
(Padova) Jl 1-90 


N 


NARCOTIC CARE 


Drug abuse program adapts care to fit patients’ needs. (idea 
forum) My 1-32 

Drug addicts seeking medical care seize two wards of Harlem 
Hospital Center, New York City. (N) Ag 16-178; drug detoxi- 
fication unit to be established. (N) S 1-33 

M.A.D. mothers demand more hospital beds for New York 
City’s adolescent drug addicts. (N) Ap 16-113 


Methadone maintenance treatment program: an evaluation. _., 


(Torrens) D 1-76 

New York hospital to expand drug treatment program: St. 
Luke’s Hospital Center. (N) O 1-144 

og? oe hospitals urged to help fight drug abuse. (N) N 

Promise of drug detoxification unit and rehabilitation program 
ends sit-in at New York City hospital. (N) F 1-53 

Tucson hospitals refuse to report drug abusers. (N) Ag 16-180 


NATIONAL HOSPITAL WEEK 


Florida patient proclaims Hospital Week: Gov. Claude Kirk. 
(N) Ap 16-114 


National Institutes of Health. See: Federal health and welfare 
programs 


NAVY HOSPITALS 
Floating hospitals. (picture story) Jl 16-54 


NECROPSIES 
Autopsy authorizations. (Q/A) Ja 1-14 
Need for hospital facilities. See: Hospital and health facilities 


News media relations. See: Public relations 


NURSERIES 


See also: Pediatric care 

Aides trained to become ‘nursery technicians.’ (idea forum) 
Je 1-28 

Contamination control in the nursery. (DN) Jl 16-88 

Premature infant identification: transportation record. (Heller) 
F 16-57 

Records for newborns. (Q/A) Je 16-41 


NURSING EDUCATION 


AHA to salute schools of nursing with Tournament of Roses 
float. (N) D 1-98; riders chosen. (N) D 16-103 

Aides trained to become ‘nursery technicians.’ (idea forum) 
Je 1-28 

American Nurses’ Association withdraws its nursing education 
principles because of ‘misunderstanding.’ (N) My 16-43 

California assembly rejects nursing education bill. (N) J] 16-98 

Career commitment. (Connelly) Ag 16-142 

Education: annual administrative review. (Urbine) Ap 1-67 

Ex-corpsmen to be trained as registered nurses. (N) Mr 16-140 

Florida down to one diploma nursing school. (N) Ap 16-120 

Intensive care unit training program. (Boklage) Je 16-78 

Johns Hopkins to close its diploma nursing school. (N) J1 1-135 

Management education. (Campbell & Barker) N 1-100 

Milder, more affirmative climate prevails at year’s diploma 
school assembly meeting. (N) D 16-103 

NLN reports increases in LPN students, program. (N) Je 1-121 

NLWN reports large increase in R.N. students, programs. (N) 
Ap 16-120 

National Institutes of Health offers pamphlets on aid to nurs- 
ing schools, students. (N) Mr 16-142 

a x = offers assistance to nursing school applicants. (N) 

-1 

Nurses need training in artificial respiration. (idea forum) Ag 

Older, married L.P.N. student better career longevity risk. 
(N) S 16-100 

Upgrading nursing aides. (Shuffield) D 16-61 


NURSING HOMES 


ae oo Extended care; Geriatric care; Medicare; Proprietary 

acilities 

American Nursing Home Association delegates protest Con- 
gressman’s attempt to ban showing of nursing home film. 
(N) N 1-137 

Carpet, plastic waste containers implicated in investigation 
of Ohio nursing home fire. (N) F 16-118 

ee y fire at Quebec home for aged claim 17 lives. (N) 

Little improvement seen in nursing home care. (N) Ag 1-78 

ere strengthens control of state’s nursing homes. (N) 

16-1 
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Medicaid publishes nursing service regulations for skilled 
nursing homes. (N) My 16-43 

Nonprofit homes deny plans to refuse Medicaid patients: North 
Carolina. (N) Mr 1-105 

Nursing home industry. (Earle) F 16-45; Mr 1-60 ’ 

Nursing home officials criticized in salmonella deaths: Balti- 
more. (N) O 1-37 

Nursing homes: the nurse can help improve the relationship 
between the family and the nursing home. (DN) My 1-90 

Ohio nursing home fire: an analysis. (Cihlar) Mr 1-28a 

Rapid growth reported in nursing home industry. (N) Mr 16-141 

Twenty-seven die in Ohio nursing home fire. (N) F 1-153 


NURSING SERVICE 


Admitting nurse coordinator. (Wallace) O 1-109 

See also: Home care; Intensive care 

Constant care unit for the patient who needs close attention, 
but not the facilities of the intensive care unit. (Listi) Ja 16-41 

Coronary care unit nurse specialists. (Perrine & Boudreau) 
Mr 1-49 

Cyclic scheduling. (Morrish & O’Connor) F 16-66 

‘Instant bedrooms’ devised by hospital employees. (idea forum) 
Je 1-28 

a R.N. salaries up 10% at one Chicago hospital. (N) 

1-155 

Labor negotiations: role of the director of nurses in bargain- 
ing. (Swanberg) Ag 1-54 

Materials management: automatic floor stocking. (Michels) My 
16-103 

Mental health practitioner: better care in emergencies. (Whitt- 
ington) N 16-52 

New forms system: reduces clerical time, increases accuracy. 
(Pfister) O 16-53 

Nurse/population ratio in the United States. (Q/A) Je 1-20 

Nurse practitioners. My 1-56 

Nurse staffing systems. (McCartney & others) N 16-102 

Nursing care for Medicare patients. (McClusky & Smith) Mr 
16-93 

Nursing service: annual administrative review. (Martin) Ap 
1-125 

Nursing service effectiveness. (Saren & Straub) Ja 16-45 

Nursing trends presage disappearance of R.N. from operating 
room, Dr. Cooley warns. (N) Ap 1-176 

Operating room unit manager. (Atkinson) F 16-104 

Patient room mix: survey of 800 patients. (Winston) Je 1-53 

Recruiting inactive nurses. (Niles) S 1-86 

Reducing nursing turnover. (Lyons) O 16-74 

Research program for nurses. (Lindeman & Van Aernam) Je 
1-89 

Special indicator: number of full-time equivalent employees 
and registered nurses in community hospitals, January 1970. 
Ag 16-55 

Staffing requirements. (Harris) Ap 16-64 

Study finds domestic ties main cause of R.N. inactivity. (N) 
Mr 16-141 

Titles for directors of nursing. (Q/A) Mr 1-15 

Triage nurse. (Slater) D 1-50 

262 nursing aides to get $65,000 back wage payment: Quincy, 
Mass. (N) N 16-119 

i ge drug packaging: survey of nurses’ reactions. (Mead) 
Ja 16-85 

Upgrading nursing aides. (Shuffield) D 16-61 

Utilization of nursing personnel: role of nursing coordinator. 
(Mercadante) D 1-82 


O 


OBSTETRIC CARE 


See also: Nurseries 

Clerical error in infant identification could cost hospital up to 
$1 million. (N) My 1-106 

HAS administrative profiles: obstetrical services. Mr 16-44 

Nutrition for mothers and infants—economic considerations. 
(Jernigan) J1 16-80 

Plaintiffs drop suit to stay closing of hospital OB unit: Home- 
stead, Pa. (N) Je 16-97 

Six Seattle hospitals to combine obstetrical services. (N) S 1-33 

Special indicators: births in community hospitals. Ja 16-23 

Too many OB beds? (Normile & Ziel) Jl 16-61 


Old age. See: Extended care; Geriatric care; Medicaid; Medicare; 
Nursing homes 


OPINION POLLS 


Measuring job satisfaction. (Woolf) N 1-82 

Medical staff opinion polls. (Brown) Je 16-70; (C) (Crevis) 
D 16-16 

Patient room mix: survey of 800 patients. (Winston) Je 1-53 

Survey finds public’s attitude toward hospitals ‘favorable.’ (N) 
S 1-111 

Unit-dose drug packaging: survey of nurses’ reactions. (Mead) 
Jal 


ORGANIZATION 


Corporate hospital: a new formula for effective planning and 
operating efficiency. (Brady) F 16-51 

Court approves reorganization plan for hospital after phy- 
sicians challenge its right to close. (N) D 16-35 

Utilization: hospital as ‘family physician.’ (Brissenden & Len- 
nard) My 16-55 


OSTEOPATHY 
Oklahoma bill would open hospitals to all M.D.s, D.O.s. (N) 
Mr 1-100 
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OUTPATIENT DEPARTMENT 


See also: Emergency care; Home care 

ay care: new approaches should be explored. (Gee) 
g 16-73 

Appointment scheduling. (Mitchell & Gautreau) Je 1-58 

Care beyond acute general hospital: annual administrative re- 
view. (Russell & Wells) Ap 1-56 

Patients act as advisors on health care. (idea forum) Ap 1-31 

— study stresses ambulatory health services. (N) 
e -99 

Playroom in the outpatient clinic. (Engleman & others) N 1-46 

Preadmission testing. (Q/A) S 16-16; (C) (Buxbaum) D 16-14 

Psychiatric care: comprehensive community care. (Jost & Neu- 
feld) Mr 16-85 


Pp 


Paging systems. See: Communication systems 


Paramedical personnel. See: Personnel; Physicians’ assistants; 
Teaching function 


Parenteral solutions. See: Intravenous therapy 


PARKING FACILITIES 
Concrete hospital parking structure collapses. (N) My 1-106 


PATIENT RELATIONS 


Honest approach is taken to construction problems. (idea 
forum) F 1-32 

Hospital courtesy program. (Zober) S 16-54 

Patients act as advisors on health care. (idea forum) Ap 1-31 

— mats help explain rising hospital costs. (idea forum) 

g 1-12 

Science, technology blamed for depersonalized care. (N) Mr 

16-140 


PEDIATRIC CARE 


See also: Nurseries 

Child health associate: University of Colorado Medical Center. 
(Silver & Hecker) O 16-47 

Five small meals served to young patients. (idea forum) S 1-26 

Food cart delights young patients. (idea forum) N 1-30 

Mother alleges hospital negligence in disappearance of child, 
files $1 million suit. (N) Ap 1-49 

New York City issues hospital child abuse guide. (N) S 1-107 

Orienting prospective patients. (Hunnisett & Knowles) Ap 16-51 

Pediatric menu terminology. (Bachrach) My 16-84; (C) (Sutula) 
Ag 16-24 

Playroom in the outpatient clinic. (Engleman & others) N 1-46 

Rehabilitation: comprehensive services for patients with mul- 
tiple handicaps. (Wilson) My 1-44 

Slide show makes surgery easier for young patients. (idea 
forum) Ja 1-34 

Social service department aids patients’ families: Children’s 
Hospital Medical Center, Boston. (idea forum) Mr 1-22 

Suggestions for feeding of hospitalized children. (Jernigan) 
My 16-86 

Toys in oxygen tents. (Q/A) My 1-18 


Permanente Plan. See: Kaiser Foundation 


PERSONNEL 


See also: Careers; Contract service; Manpower, Health; Meth- 
ods improvement; Physicians’ assistants; Teaching function; 
Unions and collective bargaining; Workmen’s compensation 

ey alee in dining’ improve employee morale. (idea forum) 
F 1- 


Association of Operating Room Technicians has eliminated 
licensure as one of its stated objectives. (N) Ag 16-178 
Child care centers seen as effective personnel tool. (N) S 16-99 
Closed-circuit television program features hospital events. (idea 
forum) Ag 1-12 
Employee fringe benefits. (Q/A) F 16-40 
Employee safety program. (Bakko) Je 16-52 
Employee testing. (Baggett) F 16-64 
Hospital employees paid to attend high school: Philadelphia. 
(N) Ja 16-100 
ee workers’ salaries up 31 per cent in three years. (N) 
-111 
L.P.N., R.N. salaries up 10% at one Chicago hospital. (N) F 1-155 
Labor department files wage discrimination suit against East 
Dallas Hospital. (N) Ja 1-31 
= «ry of hospital personnel. (Egelston & Kinser) N 16-35; 
Manpower: annual administrative review. (Greer) Ap 1-109 
Measuring job satisfaction. (Woolf) N 1-82 
Medical transcriptionists. (McConnico) S 16-48 
Operating room technicians. (Stinson) O 1-124; O 16-67 
Promotion from within. (Ford) My 16-69 
Reaching out to the poor: health care expediters for liaison. 
(Vodev) Ag 16-70 
—a sign changes with hospital’s needs. (idea forum) 
y - 
et 5 per cent at two Canadian hospitals. (N) 
a up 9.9 per cent for Chicago hospital workers. (N) Ag 
Should volunteers be permitted to take a paid position at the 
hospital? (Q/A) Ap 1-42 
Special indicator: number of full-time equivalent employees 
py “— nurses in community hospitals, January 1970. 
g ~ 


DECEMBER 16, 1970, VOL. 44 


Statement of AHA on proposed amendments to the Fair Labo: 
Standards Act. (Hitt) Ja 1-135 ; 
Statement on employee membership in professional, technical 
and other career-related organizations: AHA. Ja 1-136 | 

262 nursing aides to get $65,000 back wage payment: Quincy, 
Mass. (N) N 16-119 

Washington State Hospital Association seeks moratorium on 
health career licensure. (N) N 1-137 

Work of hospital maids held equal to work of porters. (N) 
My 16-123 


PEST CONTROL 


‘ee eliminated by fogging chases. (idea forum) Je 


PHARMACY 


Adverse reactions reporting systems: international conference 
report. D 16-80 5 =e 
American Society cf Hospital Pharmacists postpones decision 
on unionization. Je 16-73 

Automated medication order system. (Melrose) S 16-66 

Clinical pharmacy: general hospital. (Smith & others) N 1-88 

Clinical pharmacy: long-term care institution. (Ginsberg & 
Birmingham) N 1-94 

Clinical teaching environment. (Whitney & others) F 1-132 

Court upholds illegality of Blue Cross drug program. (N) O 
16-104 

Drug companies offer $32.5 million settlement of hospitals’ suit. 
(N) Ap 16-37 

Electronic data processing. (Oliver) Je 1-72 

FDA issues second warning on catheter trays and kits. (N) 
Ja 1-31 

Federal court upholds ban on seven combination drugs. (N) 
Ap 1-179 

HAS administrative profiles: pharmacy service. J1 16-40 

Hospital pharmacy systems. (Sprague & Ludwig) O 16-56 

How can a hospital be sure that a physician is registered to 
prescribe narcotics? (Q/A) F 1-38 

Information program. (Denn) §S 1-78 

Iowa, Texas seminars. (DN) My 1-84 

Outside medications. (McLemore) Ap 16-104; (C) (Briganti) 
Ag 16-24; (C) (Bright) S 16-13 

Part-time pharmacist. (Zastera) Mr 1-88 

Pharmaceutical services for a hospital without an organized 
pharmacy. (Q/A) Ap 16-28 

Pharmacist solves drug storage problem. (idea forum) Ja 1-34 

Pharmacists given more time to inventory supply of mepro- 
bamate. (N) Ag 16-49 

Pharmacy: annual administrative review. (Tousignaut) Ap 1-137 

Pharmacy services in the health center. (Penna) Jl 16-70 

Pharmacy supportive personnel. (Oliver) N 16-61 

Pilot study on unit-dose system. (Fowler & Spalding) Ag 1-58 

Renovation improves service. (Jeffrey & Monagle) O 1-92 

Satellite service. (Hill & others) Mr 16-96 

Self-medication: rehabilitation program for dischargees. (Cock- 
erham) Ja 16-57 

Training unit clerks. (Pike) My 16-94 

Two groups sue FDA, HEW over sale of ‘inefficient’ drugs. 
(N) Jl 16-99 

a drug packaging: survey of nurses’ reactions. (Mead) 
a - 

Unit-dose or iraditional system? (Fowler & Spalding) Ag 16-154 


PHYSICAL THERAPY 


HAS administrative profiles: volume of certain inpatient an- 
cillary services. Ja 16-24 


PHYSICIANS’ ASSISTANTS 


California governor signs physician’s assistants bill. (N) O 


Child health associate: University of Colorado Medical Center. 
(Silver & Hecker) O 16-47 

Mental health practitioner: better care in emergencies. (Whit- 
tington) N 16-52 

National Academy of Sciences board endorses use of physi- 
cian’s assistants. (N) O 16-106 

Nurse practitioners. My 1-56 


PLANNING 


See also: Construction; Health care delivery 

Computerized information system: acceleration of hospital 
planning. (Haggerty) N 1-43 

Constant care unit for the patient who needs close attention, 
a not the facilities of the intensive care unit. (Listi) Ja 
6-41 

Coronary care unit. Jl 16-12 

Development of a teaching hospital: design innovations. (Rus- 
sell) D 1-37 

Extended care facility: Olive View Medical Center. D 16-22 

Hospital building programs: purchasing’s role. (Rasco) Je 16-88 

Hospital design and infection control. (Mommsen) N 1-113 

=" design: annual administrative review. (Mellem) Ap 

Industrialized components: 22-bed stroke unit. Je 1-36 

Inner city hospital remains and improves its plant: Mount 
Sinai Hospital Medical Center, Chicago. N 16-22 

Innovations in planning and design. (special issue) F 1 

— a transportable operating rooms for temporary use. 
a | 

Long-range planning: the librarian’s role. (Thompson) O 16-43 

Modern graphics spark unique cafeteria design: Barnes Hos- 
pital, St. Louis. (idea forum) O 1-30 

New surgical suite. (Johnson) Ag 16-152 

Nuclear medicine units. (Armstrong) S 1-54 





Office landscaping: medical records. (Kraft & Maher) N 16-44 

Patient room mix: survey of 800 patients. (Winston) Je 1-53 

Pavilion designed for patient privacy: Jewish Hospital of Cin- 
cinnati. O 16-14 , “ 

Personalized suites: Good Samaritan Hospital, Phoenix, Ariz. 
Mr 16-28 

Pharmacy: renovation improves service. (Jeffrey & Monagle) 
O 1-92 

Professional office building: Birmingham, Ala. S 16-28 ; 

Room design allows flexible use of space: Maryview Hospital, 
Portsmouth, Va. My 1-25 : ’ 

Rooms feature patient comfort: Westlake Community Hospital, 
Melrose Park, Ill. Ag 16-34 

Transp!ant surgery unit, Edinburgh. (Plagenz) My 16-109 


PLANNING, AREAWIDE 


See also: Health care delivery; Licensure and regulation; Re- 
gional Medical Programs 

Areawide planning: involvement of consumers. (Graves) O 

Areawide planning: involvement of providers. (Graves & His- 
cock) N 16-38 

Black confrontation, criticism mark institute for health plan- 
ning executives. (N) Ja 16-98 

—s care planning: annual administrative review. (Lentz) 

p 1-93 

Hospital merger. (Collins) Je 1-56 

Illinois legislature rejects hospital planning bill. (N) Jl 1-135 

Illinois outlines requirements for plans to pool hospital emer- 
gency resources. (N) Ag 1-19 

Innovations in planning and design: influences of areawide 
planning. (Sieverts) F 1-63 

Maryland health planning committee proposes strong controls 
over health facilities, services. (N) D 16-99 

Planning: the planning agency. (Logan) Jl 16-43 

Sources of demographic data. (Q/A) D 16-20 

as hospital associations: role in health planning. (Sanford) 

Suit challenges constitutionality of California planning law. 
(N) S 16-35; court upholds constitutionality. (N) N 1-37 

Tie payment to planning, Kansas group recommends. (N) Ja 


Unifying health care. (Haynes) Mr 16-67 


PODIATRY IN HOSPITALS 
Podiatrist sues to gain hospital staff privileges. (N) O 1-141 


POWER PLANT 


Air-starting emergency generator. (Lapham) Mr 16-116 
Total energy. (Noakes) S 1-73 


Press relations. See: Public relations 


PROGRESSIVE CARE 


Progressive patient care. (DeVries) Je 16-43 


PROPRIETARY FACILITIES 


Debate of merits of for-profit chains provides no occasion for 
conciliation. (N) Ag 1-76 

For-profit group endorses health maintenance option. (N) Jl 
16-103 

“For-profit” is a perfectly sound differentiating term. (Ed) 
(Hague) S 16-4 

Four Seasons nursing home chain files bankruptcy petition. 
(N) Jl 16-19 

‘Less furious’ growth seen for nursing home field. (N) D 16-100 

Nonprofit homes deny plans to refuse Medicaid patients: North 
Carolina. (N) Mr 1-105 

Nursing home industry. (Earle) F 16-45; Mr 1-60 

Proprietary chain buys 500-bed Louisville hospital. (N) Jl 1-132 


PSYCHIATRIC CARE 


Changing the mental health care system. (Dorsey) Ja 16-37 

Comprehensive community. (Jost & Neufeld) Mr 16-85 

Court grants hospital appeal from order to treat insane: 
Florida. (N) Ag 16-178 

Mental health: annual administrative review. (Crawford) Ap 
1-121; (C) (Meyer) Ag 16-28 

Mental health practitioner: better care in emergencies. (Whit- 
tington) N 16-52 

Psychiatric counseling available via CCTV. (idea forum) S 1-20 


PUBLIC HEALTH 


Nutrition for mothers and infants—economic considerations. 
(Jernigan) Jl 16-80 

State nutrition council holds conference on food, nutrition, 
and health. (Jernigan) Jl 1-100 


Public hospitals. See: Government hospitals © 


PUBLIC RELATIONS 


See also: Community and the hospital; Patient relations 

= views: annual administrative review. (Cihlar) Ap 

PR objectives. (Bailey) Mr 1-52 

— relations: annual administrative review. (Elder) Ap 

Unusual ground ‘staking’ ceremony staged: Mesa, Ariz. (idea 
forum) N 1-30 
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PURCHASING 


See also: Contract service; Materials management ’ 

Another aid in the purchasing decision: independent testing 
service. (DN) Ja 1-96 

Centralization: a minority report. (Kerr) Ja 16-71; (C) (Eld- 
ridge & others) Ap 16-20 

Centralized purchasing. (Jones) Ag 1-51 

Committees and the purchasing function. (Showalter) Ap 16-72 

Control of medical devices. (Q/A) Ag 16-32 d 

Cost-plus purchasing program. (Johnson) F 16-102; (C) (Pick- 
ell) Jl 16-22; (C) (Johnson) O 16-6 

Hospital building programs: purchasing’s role. (Rasco) Je 16-88 

Inservice training program. (McConnell & Shaw) My 1-76; 
erratum. Je 16-98 

Interdepartmental communication. (Smith) D 1-87 

Irrigating solutions: inplant production or commercial pur- 
chase. (Folker) N 16-72 

Laboratory furniture selection. (Ruys) O 16-64 

Leasing should be considered carefully before the purchasing 
decision. (DN) Mr 16-106 

Purchasing mathematics: determination of RQL and EQOQ. 
(Gendell) N 16-94 

Purchasing’s environment. (Malone) Je 1-70 

Vendor evaluation. (Deyoe) Mr 1-66 


Q 


Questionnaires. See: Opinion polls 


R 


Racial integration. See: Civil rights 


Radio. See: Communication systems 


RADIOLOGY 


American College of Radiology program seeks to maximize use 
of radiation therapy resources. (N) S 16-35 
Ankle brace holds patient’s leg during x-rays. (idea forum) 


Contamination of x-ray apparatus. (DN) Mr 16-124 

Nuclear medicine units. (Armstrong) S 1-54 

PHS outlines requirements for coal miner x-ray program. (N) 

Ag 16-181 

Smaller x-ray films. (Etter & others) F 16-72 

Training blind darkroom technicians. (idea forum) O 1-32 
RATES 

See also: Income for hospital services 

Hospital rate-setting commission proposed in Maryland. (N) 

r 


Recognition. See: Awards and recognitions 
Records. See: Medical records 


RECREATION 

Playroom in the outpatient clinic. (Engleman & others) N 1-46 
Recruitment. See: Careers; Personnel 
Referral systems. See: Admitting and discharge 


Refresher programs. See: Nursing education 


REGIONAL MEDICAL PROGRAMS 


Inhalation therapy: training personnel. (Fleming & Pesek) My 
1-54 


Intensive care unit training program. (Boklage) Je 16-78 
Regional Medical Program extension and Health Services Im- 
provement Bill: AHA position. (Williamson) My 16-126 


Regional planning. See: Federal health and welfare programs; 
Planning, Areawide; Regional Medical Programs 


REHABILITATION 


Comprehensive services for pediatric patients with multiple 
handicaps. (Wilson) My 1-44 
Eating utensil helps patients feed themselves. (idea forum) My 


1-3 

beg el helps stroke patients learn to write. (idea forum) 

p - 

Long-term care: floor meetings. (Novick) Mr 16-91 

ares id and practice: careful planning is required. (Gordon) 

Promise of drug detoxification unit and rehabilitation program 
ends sit-in at New York City hospital. (N) F 1-53 

Satellite unit. (Elliott) My 16-65 

Self-medication: rehabilitation program for’ dischargees. 
(Cockerham) Ja 16-57 

Stroke center speeds recovery. (Davis) Ja 16-54 


Reimbursement. See: Income for hospital services; Indigent care 
RESEARCH 


Ph.D. argues against deemphasizing research. (N) O 1-139 
Research program for nurses, (Lindeman & Van Aernam) Je 1-89 


HOSPITALS, J.A.H.A. 





RESUSCITATION 


Cardiac resuscitation program. (Kowal & others) My 16-77 

mer emergency command system. (Nobel & Mosenkis) Ag 
-130 

~— need training in artificial respiration. (idea forum) Ag 


Riots. See: Disaster service 


RURAL HEALTH PROGRAMS 


Home care for rural poor. (Andrus) Mr 1-43 
Rural poor said to lack adequate health services. (N) Je 1-118 
Two physicians’ deaths inspire manpower measure. (N) S 1-34 


S 


SAFETY 


See also: Fire prevention and control 

Control of medical devices. (Q/A) Ag 16-32 

Employee safety program. (Bakko) Je 16-52 

Hazard: static electricity—mattress covers. (C) (Fisher) Jl 
16-22; (C) (Conley) D 16-14 

Toys in oxygen tents. (Q/A) My 1-18 


Salary and wage programs. See: Personnel 


Sanitation. See: Housekeeping; Infection control 


SHARED SERVICES 


See also: Hospital Administrative Services 

Electronic data processing and the small hospital. (Hennessey) 
F 16-61 

Hospital-based regional laundry: Chester, Pa. (Catania & 
Loucks) S 16-62 

Laboratory: saving through centralization. (Gal & Hanok) 
D 1-60 

Shared central service department. (Ross & Zoellick) S 1-64 

~~ computer systems. (Hammon & Jacobs) My 1-50; My 

Shared laundry service: tax status. (Q/A) Je 1-18 

Six Seattle hospitals to combine obstetrical services. (N) S 1-33 


SMALL COMMUNITY HOSPITALS 
Electronic data processing and the small hospital. (Hennessey) 
Maintenance problems in small hospitals: North Carolina study. 
“ee system for a small hospital. (James & others) 


Part-time pharmacist. (Zastera) Mr 1-88 
Simplifying a payroll system in a small hospital. (Q/A) My 


SOCIAL SECURITY 


American Public Health Association obtains important clarifica- 
tion of hospital chaplains’ social security status. (N) Jl 1-134 


SOCIAL WORK 


Community care homes: Baltimore. (Rappaport) S 16-56 

Home hemodialysis training: social worker can play a critical 
role. (Sears) Je 1-60 

Hospital social work programs. (Ginsberg) N 1-59 

ooo worker in the emergency department. (Strinsky) 

Social service department aids patients’ families: Children’s 
Hospital Medical Center, Boston. (idea forum) Mr 1-22 

Social service staffing patterns. (Harper) D 1-53 

ae departments: structure in large institutions. (Q/A) 


Standby lighting and power. See: Power plant 


Staphylococcus infections. See: Infection control 


STATE ASSOCIATIONS 


See associations: role in health planning. (Sanford) 


STATE HOSPITALS 


New Orleans’ Charity Hospital to close beds, cut services in 
face of budget limitations. (N) Je 16-37 


STATISTICS 


Eight-year summary of second quarter data for National Hos- 
pital Panel Survey. S 16-21 

HAS administrative profiles. Ja 16-24; F 16-28; Mr 16-44; Ap 16- 
42; My 16-50; Je 16-28; Jl 16-40; Ag 16-56; S 16-22; fe) 16-36; 
N 16-32; D 16-32 

Hospital indicators. Ja 16- 21; F 16-25; Mr 16-41; Ap 16-39; My 
ge Oy 16-25; Jl 16-37; Ag 16-53; S 16- 19; O 16-33; N 16-29; 

Sources of demographic data. (Q/A) D 16-20 


Sterilization. See: Infection control 
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Sterilization, Human. See: Medico-morai problems 
Storms. See: Disaster service 


Strikes. See: Unions and collective bargaining 


SUICIDE 


How should suicides be recorded in the hospital medical record? 
(Q/A) Je 1-18 

Suicidal patients: what precautions should be taken? (Q/A) 
Ja 1-14 


SURGERY 


go ee concludes U.S. has too many surgeons. (N) 
Mr 16-142 

Definition of terms: surgical procedure and surgical operation. 
(Q/A) My 16-33 

Dental surgery: what information should be contained in an 
operative report? (Q/A) My 1-16 

Disposable OR packs: analysis shows savings. (Spivack & Watt) 
1 1-105 

Fire prevention. (DN) Mr 1-90 

HAS administrative profiles: operating room staffing and ex- 
penses. Ap 16-42 

Hospital sued for refusing woman sterilization operation. (N) 
Je 1-122 

Instant ORs: transportable operating rooms for temporary use. 
Ja 16-89 

New surgical suite. (Johnson) Ag 16-152 

Nursing trends presage disappearance of R.N. from operating 
room, Dr. Cooley warns. (N) Ap 1-176 

OR scheduling methods. (Kildea) N 16-99 

OR systems as seen by a surgeon. (Laufman) D 1-56 

OR technicians. (Stinson) O 1-124; O 16-67 

OR unit manager. (Atkinson) F 16-104 

Patient monitoring. (DN) F 1-138 

Plastic surgical drapes. (DN) Mr 16-103 

Postoperative wound infections. (DN) S 16-84 

Sponge count. (L) (Bernstein) Ja 1-122 

Steam or ethylene oxide? (DN) My 1-66 

Surgeons and operations. (DN) Je 16-76 

Surgical consent forms. (DN) Ap 16-92 

Sutures from unopened packages dropped on the OR floor are 
not contaminated. (DN) Je 1-78; (C) (Polissar) S 16-13 

Synthetic suture material. (DN) N 1-62 

Transplant surgery unit, Edinburgh. (Plagenz) My 16-109 


SWEDEN 


Automated distribution system used by Swedish hospital. 
(DN) S 16-79 
Study examines U.S., Swedish health systems. (N) N 16-119 


Systems engineering. See: Methods improvement 


T 


TAXATION 


AHA asks hospital tax report exemption. (N) Ap 16-38 

Important Internal Revenue Service forms on way to not-for- 
profit hospitals. (N) Ag 1-75 

Income tax time. (L) (Bernstein) Ap 1-172 

Pittsburgh hospitals win fight against city tax. (N) Ja 16-33 

Shared laundry service. (Q/A) Je 1-18 


TEACHING FUNCTION 


See also: Health education; Interns and residents; Medical edu- 
cation; Nursing education 

AHA institutes for 1971. N 16-57 

Associate in arts degree program for food service supervisors. 
(Yanochik & Farone) Je 1-95 

College tries new approach to health manpower training. (N) 

16-106 

Definition of a teaching hospital: AHA. Ja 1-121 ’ 

Diabetic patients require education and understanding. (Jerni- 
gan) N 1-77 

Disadvantaged being trained for jobs in 10 hospitals. (N) O 
16-107 

Disadvantaged to be trained for jobs in Alabama hospitals. 
(N) N 1-135 

Education: annual administrative review. (Urbine) Ap 1-67 

Employee education. (Kopelke) Je 16-61 

Food — a correspondence study program. (Konhauser) 
Ag 1-40 

Grooming course held at Mile Square Health Center. (idea 
forum) Mr 1-22 

Home hemodialysis training. (Sears) Je 1- 60 

Hospital offers classes to local senior citizens. (N) My 16-119 

Hospital personnel receive instruction in English. (idea forum) 


Human relations committee sponsors lecture series. (idea forum) 
Oo 


Inhalation therapy: training personnel. (Fleming & Pesek) My 

Materials management: inservice training program. (McConnell 
& Shaw) My 1-76; erratum. Je 16-98 

Methodist hospitals institute job training for poor. (N) O 16-105 

New AHA affiliated society created: American Society for Hos- 
pital Education and Training. (N) O 1-37 

Noncredit course in dietary management. (Staudenraus & 
Lamm) Je 1-94 

Orientation and training: food service personnel. (Worthing- 
ton) N 1-72 

Pharmacy: training unit clerks. (Pike) My 16-94 
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Slides add emphasis to food service training program. (Aitken) 

Ss * 

Stanford program to train paramedical personnel. (N) Mr 1-104 

Teaching aids for dietary personnel. (Schaefer) S 16-74 

Training as a management strategy. D 16-56 

Training blind darkroom technicians. (idea forum) O 1-32 

Training course published for ambulance personnel. (N) Je 
1-116 

University of gy 4 to begin training allied health teachers, 
administrators. (N) O 16-29 

Work simplification training. (Delamar) Jl 16-51 


Telephone. See: Communication systems 


TELEVISION 


See also: Communication systems 

Alabama hospitals develop medical television network. (N) 
Mr 16-140 

CCTV program features hospital events. (idea forum) a7 1-12 

Psychiatric counseling available via CCTV. (idea forum) S 1-20 


TERMINOLOGY AND DEFINITIONS 


Definition of a teaching hospital: AHA. Ja 1-121 

Definition of terms: surgical procedure and surgical operation. 
(Q/A) My 16-33 

“For-profit” is a perfectly sound differentiating term. (Ed) 
(Hague) S 16-4 

ae ong menu terminology. (Bachrach) My 16-84; (C) (Sutula) 

Ag 16-24 

What do we mean by franchising or certification of need or 

licensure? (Ed) (Hague) Ap 1-4 


Tornadoes. See: Disaster service 
Training programs. See: Personnel 
Transfer agreements. See: Admitting and discharge 


Transfusions. See: Blood and plasma banks 


TRENDS 


Changing role of trustees. (Bugbee) F 16-54 

Changing urban scene: urban hospitals must work with the 
ghetto community. (Zborowski) D 1-33 

Health care issues of the 70s: a series of eight interviews. Ja 


Trustees. See: Governing board 


TUBERCULOSIS CARE 


Should tuberculosis patients be admitted to general acute care 
hospitals? (Q/A) Ja 1-16 


U 


UNIFORMS 
Nurses find pants suits appropriate, comfortable. (idea forum) 
D 1-27 


Polyester/cotton uniforms: testing blended-fiber fabrics in use. 
1 


UNIONS AND COLLECTIVE BARGAINING 


American Society of Hospital Pharmacists postpones decision 
on unionization. Je 16-73 

British Columbia hospital workers get wage increases. (N) 
Mr 16-49 

Chicago area hospital struck in ‘HELP’ recognition dispute 
Oak Forest Hospital. (N) Ag 16-49 

Contract agreement reached between 20 Maryland nursing 
homes, Local 1199. (N) D 16-35 

Election promise ends hospital strike: Chicago Wesley Memo- 
rial Hospital. (N) Mr 1-102; ‘HELP’ wins recognition. (N) 
Mr 16-49 

1199 organizer leads sit-in at Duke medical center. (N) F 16-120 

a? — nurses get 8 per cent salary increase. (N) Mr 
16-138 

42% wage increase set at Chicago’s Presbyterian-St. Luke’s 
Hospital. (N) D 16-101 

Hospital curtails admissions in wake of nurses’ strike: Lewis- 
town, Pa. (N) Jl 16-103 

Hospital employees reject union bid in Missouri. (N) Ja 16-100 

Hospital employees strike St. Margaret Hospital, Hammond, 
Ind. (N) Ap 16-37; hospital ordered to conduct union repre- 
sentation election. (N) My 1-35 

— law: labor saleions. (Metzger) Mr 16-80; (C) (Quinn) 

Hospital union ratifies $100-a-week wage contract: New Jersey. 
(N) Ja 1-135 

Hospitals criticized for fighting to maintain exemption from 
labor-management laws. (N) N 16-114 

Impact of ‘breakthrough’ in nurses’ contracts appears blunted 
after one year’s experience: California. (N) O 1-136 

Influence of the labor movement on hospital affairs. (inter- 
view) (Gotbaum) Ja 1-72 

Johns Hopkins, union agree on three-year contract. (N) Ja 

Labor negotiations: role of the director of nurses in bargain- 
ing. (Swanberg) Ag 1-54 

Labor strife and the law. (L) (Bernstein) My 1-92 

Local 1199, Maryland General Hospital reach tentative contract 
agreement. (N) F 16-31 

Local 1199 seeks $139-a-week minimum salary for New York 
nonprofessional hospital workers. (N) Je 16-96; last-minute 
settlement averts threatened strike. (N) Jl 16-19 


124 


Local 1199-E recognized by Baltimore hospital, nursing home. 
(N) Ja 16-33; reach contract agreement. (N) Mr 1- 27 
National hospital employees’ union formed by Local 1199. (N) 
Ja 1-31 
National Labor Relations Board rules for election at not-for- 
profit hospital. (N) Ag 1-74 
National Labor Relations Board rules profit status of institu- 
tion ‘irrelevant.’ (N) Jl 16-100 
90 arrested in demonstration at Pittsburgh hospital. (N) Ap 
1-49 
Nonprofessional ee strike Chicago Wesley Memorial 
Hospital. (N) O 16-29 
es —_ contract ratified by Bay Area hospital workers. (N) 
g 1-75 
eg © ee legislature passes collective bargaining bill. (N) 
1-19 


g 
Plan proposed to prevent strikes of hospitals. (N) F 16-119 
Professional trade unions. (Myers) Ag 16-80 
— suit filed by food service union: Chicago. (N) Ja 
a nurses strike Champaign, IIl., hospital. (N) My 
Salary increases given University of Chicago RNs. (N) S 16-97 
an — strike ends; workers get pay increases. (N) 
p - 
Saskatchewan hospitals await arbitration board ruling on wage 
disputes. (N) F 1-53 
Striking employees return as Illinois union-run hospital re- 
opens. (N) Ja 16-33 
Study finds hospital strikes more likely where state labor laws 
exclude hospitals. (N) Ja 16-102 
er ae strike staged at five mental hospitals: New Jersey. 
(N) Ag 1-75 
Two Chicago hospitals, union reach agreement on new con- 
tracts. (N) 16-35 
Two Detroit hospitals struck by nurses, technologists. (N) My 


-12 
baie calls off prolonged strike of Virginia hospital. (N) Ap 


Union loses two elections, wins one in Baltimore. (N) My 1-107 

Union shop agreement ends threat of hospital strike: Mercy 
Hospital, Chicago. (N) Ap 1-180 

Uniontown (Pa.) Hospital struck by Local 1199. (N) Mr 16-49; 
twenty-six employees arrested in hospital sit-in. (N) Ap 16-37 


UTILIZATION 


Hospital as ‘family physician.’ (Brissenden & Lennard) My 16-55 

Hospital indicators. Ja 16-21; F 16-25; Mr 16-41; Ap 16-39; My 
—g Te 16-25; Jl 16-37; Ag 16-53; S 16-19; O 16-33; N 16-29; 

Manpower in anesthesia. (DN) S 1-84 

New report presents data on hospital utilization. (DN) O 1-57 

Senate committee modifies Professional Standards Review Or- 
ganization amendment. (N) D 16-36 

Too many OB beds? (Normile & Ziel) Jl 16-61 

Utilization curbs imposed on California Medicaid. (N) My 1-106 

Would it be unethical for a hospital to reimburse the utili- 
zation review committee chairman? (Q/A) Mr 16-34 


V 


VETERANS ADMINISTRATION HOSPITALS 
Built for tomorrow’s needs: VA Hospital, San Diego. (Schmidt) 


F 1-91 
bi * eat 100,000 pajamas: fire protection program. (N) Mr 


VISITORS 


Friendly visitor: home visitation for elderly patients dis- 
charged from hospital care. (Barron) F 16-74 


VOLUNTARY HOSPITALS 
Financial management: internal control. (Hill) Mr 1-35 


Public vs. private sectors: a further shift in power? (inter- 
view) (Willcox) Ja 1-63 


VOLUNTEERS 
See also: Auxiliaries 
Candy stripers strike for longer work hours! (N) My 1-108 
Hospital sends students to help patients at home. (N) Ag 16-181 
Should volunteers be permitted to take a paid position at the 
hospital? (Q/A) Ap 1-42 


WASTE DISPOSAL 
Milwaukee hospitals to pay $225,000 fee for sewer use. (N) 
Ja 16-100 


Waste handling. (Hart) My 1-80 
Wet grinding of disposables. D 1-70 


Work simplification. See: Methods improvement 


WORKMEN’S COMPENSATION 


Workmen’s compensation. (L) (Bernstein) Je 1-103 


X Y Z 


X-rays. See: Radiology 


HOSPITALS, J.A.H.A. 
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